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First Report to the Water Research Committee of the 
Royal Society , on the present State of our Knoivledge 
concerning the Bacteriology of Water, with especial 
reference to the Vitality of Pathogenic Schizomycetes in 
Water. 

By Percy F. Frankland, Ph.D., B.Sc. (Lond.), F.R.S., Professor 
of Chemistry in University College, Dundee, and Marshall 
Ward, Sc.D., F.R.S., F.L.S., Professor of Botany in the Royal 
Indian Engineering College, Coopers Hill. Presented to the 
President and Council, May 19, 1892. 

Introduction. 

The interest attaching to the presence of micro-organisms in water 
originated principally in the proof, which has been furnished by 
medical men, that some zymotic diseases are communicated through 
drinking water. In the case of two diseases, at any rate, the evi¬ 
dence may be regarded as conclusive on the main point, and the 
communicability of Asiatic cholera and typhoid fever forms one of 
the cardinal principles of modern sanitary science, which year by 
year is becoming more widely recognised and generally accepted. 
The germ theory of zymotic disease, which has become more and 
more firmly established during each successive decade of the past 
half century, was naturally soon impressed into the service of those 
who sought to explain the empirical fact that these particular diseases 
are frequently communicated by water. It is significant that these 
views concerning the propagation of cholera and typhoid, and the 
importance to be, therefore, attached to drinking water in connexion 
with public health, are mainly English in origin, and were for many 
years unflinchingly preached and practised by English sanitary 
authorities, at a time when the germ theory of disease was a specula¬ 
tion, and not ^established as it now is. It is only necessary to read, by 
the light of our knowledge of to-day, the Sixth Report of the Rivers- 
Poll ution Commissioners (1868), written more than eighteen years 
ago, to be convinced of the intuitive sagacity and acumen which has 
been displayed in this country in matters of sanitation. 

The germ theory of disease having thus so early become interwoven 
with the consideration of potable waters, it is easy to understand 
with what eager interest the vigorous development in our know¬ 
ledge of micro-organisms in general, and of their connexion with 
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disease in particular, which, has taken place within the past fifteen 
years, has been watched by those who have had to devote much 
attention to the sanitary aspects of water-supply. 

The subject of our particular enquiry is, therefore, a modern one, 
and may be regarded as having been made amenable to successful 
treatment by the introduction of Koch’s method of gelatine-plate 
cultures in 1881, and subsequent improvements on the same.* 

The publication by Koch of his beautiful and comparatively simple 
methods of bacteriological study gave an impulse to this kind of work 
throughout the civilised world. These methods, in spite of certain 
imperfeotions from which they never professed to be free, at once 
opened up the possibility of solving a number of problems con¬ 
nected with water-supply which had long been matters of dispute 
and speculation amongst hygienic authorities. 

As is now well known, Koch’s method of gelatine-plate culture 
admits of an estimate being made of the number of living g*erms 
present in a given quantity of any material. That this estimate is a 
very rough one, and that there are a number of different kinds of germs 
which it is incapable of revealing, was also known, and has been more 
or less admitted from the outset. hTow this possibility of estimating 
the number of microbes in a given volume of water has been largely 
made use of by numerous investigators for a number of different 
purposes. 

In the first instance, this method has been extensively employed 
both in this country and abroad for determining the relative richness 
in micro-organisms (capable of developing in gelatine) of various 
natural waters. On the Continent, and more especially in Germany, 
it was assumed that the relative numbers of microbes present in 
different waters afforded evidence of the extent to which they had 
been contaminated, and there were not wanting those who hastily set 
up arbitrary standards of purity based upon a most limited experience 
of the number of micro-organisms revealed by the gelatine test. By 
those who were simultaneously employing the method in this country 

# Koch’s first announcement of his new method was made at the meeting of the 
International Medical Congress in London, in August, 1881 (see ‘Quart. Journ. 
Microsc. Sc.,’ Oct., 1881, p. 650), and then published in the c Mitth. aus d. K. Gresund- 
heitsamte,’ vol. 1,1881 (see also ‘Berl. Klin. Wochenschr.,’ 1882, No. 5). It should be 
noted, however, that Koch’s gelatine-plate method was an improved adaptation of one 
introduced long before by the botanists Brefeld and Klebs (see Brefeld, “Methoden 
zur CJnters. der Pilze,” ‘Abb. der Phys.-Med. Gresellsch. in Wurzburg,’ 1874; also 
* Landwirthsch. Jahrb.,’ vol. 4, II. 1, and ‘ Unters. fiber Schimmelpilze,’ 1881, II. 4; 
also Klebs, “ Beitr. zur Kenntn. d. Mikrokokken,” ‘ Arch, fur exp. Pathol.,’ vol. 1, 
1873, and De Bary, ‘ Lectures on Bacteria,’ Engl, ed., 1887, p. 35). A fair view of 
the matter is given by Hueppe, ‘ Die Methoden der Bakterien-Eorschung,’ 1885, 
p. 103. To Koch belongs the credit of having applied these plates to the purpose 
of separating the various colonies of mixtures of micro-organisms. 



185 


Report on the Bacteriology of Water . 

more caution and reserve were exercised in this respect, the results 
being tentatively chronicled without comment or deduction as to 
purity. 

The prudence of this caution was soon apparent, when both in 
England and in Germany it was discovered in 1885 that many forms 
of micro-organisms could multiply to an astonishing extent in waters 
of great organic purity, including distilled water itself. It is obvious 
that this discovery at once subverted the artificial standards which 
had been proposed, for, although a small number of micro-organisms 
might frequently point to little or no contamination having taken 
place, a large number could only under special circumstances be 
viewed as conclusive evidence of proportionate contamination. 

Another question was, however, being simultaneously attacked, 
both in this country and on the Continent, viz., the effect of various 
processes of purification on the bacterial life present in water. This 
question, which is of evident importance, could be investigated 
with considerable precision by means of the gelatine-plate method, in 
spite of its imperfections, for by applying the same mode of culture to 
a particular water before and after purification, it is obvious that the 
defects neutralise each other, and that a true differential result can 
be obtained. In this manner, the value of a number of filtering* 
materials has been ascertained, and the remarkable efficiency of 
water-works sand-filtration for the first time established. Again, the 
fact that practically all surface waters exhibit a large number of 
microbes by the gelatine test, whilst deep well and spring waters 
yield very few, or in some cases none, shows how perfect, as regards 
removal of micro-organisms, must be the natural filtration which 
water undergoes in traversing great depths of porous strata in the 
earth. 

It has also been shown that in the subsidence of solid particles 
often a surprisingly large proportion of the micro-organisms present 
in water are carried to the bottom, a matter which is of par¬ 
ticular interest and importance in connexion with the natural 
purification of surface waters in rivers, lakes, and storage reservoirs, 
as well as in the artificial treatment of water-supplies by Clark’s 
softening process, and other methods of precipitation. In applying 
the gelatine test to these various purification processes it is, however, 
essential, if an accurate result is to be obtained, that the water should 
be examined immediately (within a few hours) after the purification 
is completed, and before the number of microbes in the purified 
water can have multiplied naturally. 

Another use to which the bacteriological methods have been applied 
is to the actual discovery of pathogenic microbes in water, and, in 
the opinion of some, this should indeed be the primary object of 
bacteriology in connexion with water-supply. This view appears 

o 2 
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to us, however, too narrow, as waters are surely to be condemned 
for drinking purposes not only when they contain the germs of 
zymotic disease at the time of analysis, but in all cases when they 
are subject to contaminations which, like sewage, may at any time 
convey such germs. 

Notwithstanding that great difficulties usually invest the discovery 
of particular pathogenic forms in the presence of large numbers 
of ordinary water microbes, the spirillum of Asiatic cholera was 
early discovered in water by Koch, whilst the bacillus of typhoid 
fever has more recently been on several occasions detected by various 
investigators in drinking waters which had been suspected of com¬ 
municating this disease. It is obvious that such discoveries are 
rather of interest on account of their confirming the belief in the 
communicability of these diseases through water than of special 
hygienic importance in preventing outbreaks of zymotic disease. 

The bacteriological methods of examination have been also em¬ 
ployed for a purpose of far greater importance than the mere quest 
for pathogenic forms in particular water-supplies, viz., for direct ex¬ 
periments on the vitality of known pathogenic organisms in waters of 
different composition and under varied conditions of temperature and 
the like. This investigation was also begun independently and 
almost simultaneously both in this country and on the Continent, and 
although the question appears at first sight a very simple one, it is in 
reality surrounded with numerous pitfalls, which have, in some cases, 
led to very discordant results. Perhaps the greatest difficulty which 
attaches to this investigation consists in the very different degrees of 
vitality which are exhibited by one and the same organism at dif¬ 
ferent periods of its life, and according to the previous treatment 
which the individual and its ancestors have received. On this 
account a number of individuals of a particular species, on being in¬ 
troduced into a given water, may conduct themselves quite differently 
from a number of individuals of the same species, but taken from a 
different source and having another ancestral history. This import¬ 
ance of individuality and pedigree, with which we are so familiar in 
dealing* with the higher plants and animals, must also invariably be 
taken into consideration in connexion with these lowly forms of 
life.^ 

In spite of some conflicting results which have thus not unnaturally 
been obtained in these investigations, it is sufficiently evident that 
some pathogenic species, and notably those which form spores, are 
capable of retaining their vitality in ordinary potable waters for a 

* Particular cases of the application of these methods to the examination of 
food substances, brewing and distilling waters, the materials of clothing, dyeing 
and other industries lie beyond our present enquiry; their importance is obvious, 
as is also the utility of the methods for the analyses of air, soils, &c. 
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long period of time, in some cases several months, whilst other forms, 
especially in the absence of spores, are very rapidly destroyed. In 
some instances actual multiplication, although but rarely on any very 
extensive scale, has been observed in the case of some pathogenic 
forms in potable water, and more frequently in badly contaminated 
waters and in sewage. In those cases in which pathogenic forms have 
been introduced into waters in their natural condition, the destruction 
of these forms has almost invariably been more rapid, and in some 
cases very much more rapid, than when the same forms were introduced 
into the same waters after the latter had been previously sterilised. 
This more rapid disappearance of the pathogenic forms in the un¬ 
sterilised water is generally accounted for by assuming that they have 
perished in the struggle for existence with the other microbes present 
in the water, and which by their nature and previous history are more 
fitted for this aquatic existence. We are of opinion that these 
results with unsterilised water must be accepted with considerable 
caution, as the experimental difficulties involved are very great 
indeed, and the possibility of the comparatively few pathogenic forms 
being undiscovered amidst the countless swarms of water organisms 
must be borne in mind. 

Having thus given a general survey of the present position of our 
knowledge concerning the bacteriology of water, we shall now 
proceed to enter into each of the questions involved in more detail, 
giving special attention to the existing literature on the several parts 
of our subject. 

In view of the fact that the introduction of Koch’s methods, in 
1881, thus revolutionised the subject of hygiene, we naturally com¬ 
mence our review of the literature at the period just previous to and 
after the above date. There are, in fact, practically no investigations 
on the more special part of our subject anterior to this date. 

Most of the more systematic work has been done on the Continent, 
and, at first, especially in the public laboratories of Germany, where 
the new methods were at once applied industriously to the examina¬ 
tion of the bacteria in the air, the soil, food stuffs, water, &c. 

A number of French enquirers also arose, though it is significant that 
Koch’s gelatine-plate method to this day has not found much favour 
in one of the oldest and best of the French stations, the Observatoire 
de Montsouris, whence excellent work has come.* England, Italy, 
America, and other countries soon followed; but, although a number 
of exceedingly valuable memoirs on special questions relating to the 
general subject were published at an early date in this country and 
in France, it is still noticeable that most of the prolonged and sys¬ 
tematic investigations of the bacterial life to be found in the waters 

* See ‘ Annual re de l’Observatoire de Montsouris,’ 1877 to 1891, and Miquel, 
‘ Manuel Pratique d’Analyse Bacteriologique des Eaux/ Paris, 1891. 
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of towns, &c., and statistical comparisons of their behaviour at 
different seasons, their vitality when placed in special waters, and so 
on, have come from Germany. Of late years it would be difficult to 
say where most activity has been displayed, the establishment of the 
Pasteur Institute in Paris having led to the inauguration of brilliant 
and industrious researches into every aspect of the questions we are 
concerned with. Even now, however, it is especially to the reports 
of the public hygienic institutions of Germany that we must turn for 
the more technical and systematic comparative researches into the 
main question of our enquiry—the length of life enjoyed by specific 
Schizomycetes when placed in arbitrarily selected waters. 

We propose to adopt the following plan of treatment in this 
Report :■— 

(1.) To give some account of wbat species or forms are actually 
known to occur in natural waters, of various kinds, whether as more 
or less normal and constant inhabitants of such waters, or as casual 
foreign intruders. Some of these are well known, others we know 
very little about, while yet others require careful examination before 
we can accept them as autonomous. We also refer to a few remark¬ 
able forms found in special kinds of water, or under peculiar con¬ 
ditions, only. 

(2.) We propose to draw attention to some of the facts now 
acquired, which throw light on the questions of the relations subsist¬ 
ing between the bacterial contents of natural waters, such as those of 
rivers, springs, wells, reservoirs, &c., and the air and soil of the 
neighbourhood, because some of these facts are of great importance 
as regards the presence and supply of pathogenic germs in such 
waters. This leads naturally to the discussion of recent experimental 
investigations into the effects of certain factors of the physical 
environment, e.g., temperature, light, oxygen, &c., in modifying the 
life-actions of such bacteria as we are concerned with, and so far as 
such effects may be expected to affect the general problems at issue. 

(3.) The questions, What bacteria can live in such waters as we 
refer to P Can they multiply and spread in them P Can definitely chosen 
pathogenic species live and multiply in selected waters ; and, if so, 
how long can they maintain themselves ? These, and similar questions 
relating to them, will be treated in detail as fully as the literature and 
our own personal experience in these matters enable us to do. 

This will, we think, cover the ground of the history and literature 
of the subject, and will clear the way for our proposals as to lines of 
enquiry to he entered into forthwith, and as to the methods we intend 
to put in practice in pursuing the question further. 
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§ I. Sckizomycetes actually Detected in Natural Waters . 

It has long been known that natural waters, o£ rivers, springs, 
ditches, wells, lakes, &c., contain bacteria, often in enormous quanti¬ 
ties ; and prolonged experience has shown that no kind o£ ordinary 
water, whether running or standing, is entirely devoid of these 
organisms though the rule is that the waters of rivers usually con¬ 
tain many more organisms than those of lakes or large reservoirs. 
Mountain streams are generally less rich in bacterial life, while 
stagnant or slowly moving waters usually contain many and often 
peculiar species. 

Some of the best studied and longest known aquatic species are 
the following:— Gladothrix dichotoma (Cohn), Grenothrix Kuhniana 
(Rabenh.), Sphcerotilus natans (Kiitz.), Beggiatoa alba (Vauch.), 
Spirillumplicatile (Ehrenb.), Bacillus erythrosporus (Cohn), Bacterium 
janthinum (Zopf), Bacterium merismopedioides (Zopf). There are, 
however, many other forms known to occur in water : e.g., Sarcina 
ReitenbachU (Caspary),$. hyalina (Kiitz.), Spirillum serpens* (Muller), 
S . tenue* (Ehrenb.), S. undula* (Muller), S. volutans* (Ehrenb.), 
Monas vinosa* (Ehrenb.), M. Ohenii* (Ehrenb.), M. gracilis (Warm.), 
Rhabdomonas rosea* (Cohn), Myconostoc gregarium (Cohn), Spiro - 
monas Gohnii (Warm.), Micrococcus crepusculum* (Ehrenb.), M. griseus 
(Warm.), Glathrocystis roseo-persicina (Kiitz.), Bacterium Termo* 
(Dujard.), B. lineola (Muller), Bacillus tremulus (Koch), B. Ulna* 
(Cohn), B. virens (Van Tiegh.), and many others.J 

With regard to this last list, two remarks are necessary. In the 
first place, most of the species or forms named are characteristic of 
waters containing much vegetable or animal matter in a state of 
decay, whence they are commoner in marshes, ditches, ponds, &c., 
than in running streams, rivers, and wells; and, in the second, some 
of the so-called species are certainly not good ones, but what are 
usually termed “ form-species,” requiring further examination, and 
especially by means of continuous cultures. The latter applies par¬ 
ticularly to the forms marked * in the above list; we do not accept all 
the others as satisfactory species, but it is difficult to say anything 
definite about them. One form ( Glathrocystis roseo-persicina) laas been 
shown by Lankester§ and Zopf || to be very polymorphic, and it 

f ‘ Cohn,‘ Beitrage znr Biologie der Pflanzen,’ from 1870 ; as well as in numerous 
reports concerning drainage from sugar factories, Magdeburg, 1886; Hirt, ‘ Zeitschr. 
f. Biologie,’ 1879, vol. 15, p. 91; Eyfertb, 4 Die Mikroskopischen Susswasserbewohner,’ 
1877; Kirchner and Blochmann, ‘Die Mikroskopische Pflanzen- und Thierwelt des 
Biisswassers,’ 1886 ; Hulwa, ‘ Biedermann’s Centralbl. f. Agrikulturchemie,’ 13, Pt I. 

X See Appendix A for literature. 

§ Who named it Bacterium rubescens. 

|j Who terms it Beggiatoa roseo-persicina. 
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is at least not impossible that the forms described as Bacterium 
sulphuratum, Merismopedia littoralis, M. Beitenbachii, Monas vinosa, 
M. Warmingii, M. erubescens, M. Okenii, M. gracilis, Spirillum viola- 
ceum, Tthabdomonas rosea, &c., by different observers are merely 
form-phases of Lankester’s species. # So long as investigators are 
content with recording and naming forms without cultivating them, 
such difficulties as the above will increase, and most of the trouble 
met with in the literature of bacteriology—so far as their morphology 
is concerned—is traceable to this error. 

A still longer list of bacteria are recorded as having been occasion¬ 
ally met with in various waters, though most of them are not 
characteristic of such habitats. Among these are: Bacillus subtilis 
(Ehrenb.), Proteus vulgaris (Hauser), Bacillus anthracis (Cohn), 
Spirillum cholerce-asiaticce (Koch), Bacillus typhosus (Eberth-Gaffky), 
B. aquatilis sulcatus (Weichselbaum), B. dysentericus (Aradas), B. 
thermophilus (Miqu.), Micrococcus agilis (Ali-Cohen), and others.f 

Here, again, it must be remarked that many of the forms are un¬ 
satisfactory as regards their autonomy— e.g ., Proteus vulgaris, Micro¬ 
coccus agilis —and that we find no record of the authority for B. dysen¬ 
tericus, referred to by Aradas. 

We have decided to omit detailed references to numerous other 
forms, recorded as occurring in water, but under names which 
convey no specific meaning, though some of them are not necessarily 
bad records; others, again, are referred to by the authors in such a 
loose way that it is impossible to accept them until they have undergone 
revision. Thus, Eisenberg refers torodlets which he dubs “ Violetter- 
bacillus ,” “ Gasbildender-bacillus” “ Verflussigender-bacillus ,” &c.,J 
and Perdrix, in an excellent paper§ in other respects, speaks of 
Bacille amylozyme, a form met with in the rivers of Paris. So far as 
it has been possible we have given these in the lists in Appendix B; 
but we desire to point out that the labour of hunting up the synonyms 
recorded for these and other imperfectly named forms is very great, 
and that, therefore, omissions may possibly be discovered with regard 
to some of them. 

Among such forms we may also mention Bacillus arborescens , B . 
liquidus, B. vermicular is, B. nubilus, B. ramosus, B. aurantiacus, B. 
viscosus, described by one of us ;|| also Meade Bolton’s Micrococcus 

# Winogradsky denies the accuracy of Zopf’s views on this matter, however (see 
‘Beitrage z. Morph, n. Phys. der Bakt.,’ 1888). 

f See Appendix B for a complete list of these and all other bacteria known to 
occur in various waters. 

t 1 Bakteriologische Diagnostik,’ Berlin, 1886. Some of these forms have since 
received definite names, adopted by Eisenberg in the edition of 1891. (See Ap¬ 
pendix B.) 

§ ‘Ann. de l’lnst. Pasteur/ vol. 5, 1891, pp. 286—311. 

j| Grace C. and Percy E. Frankland, ‘ Zeitschr. f. Hygiene,’ vol. 6, 1889, p. 373. 
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aquatilis ;* * * § tlie Vibrio saprophiles , V. avreus , V. flavus, and V. flares- 
cens of Weibel,f the series of nine micrococci and bacilli isolated 
by AdametzJ from certain drinking waters, and a number of forms 
referred to by Bokorny,§ Bintaro Mori,|| Allen-Smith,If Mace,** * * §§ 
and several other workers during the last ten years.ff 

Enough has been said to give point to the statement that Schizo- 
mycetes of various kinds are common in ordinary waters. Some of 
the forms referred to are almost universally distributed, at least in 
Europe and America.JJ Others are mostly confined to foul or con¬ 
taminated waters, containing decaying animal and vegetable matter,§§ 
Ac., such as pools on moorlands, dirty ditches and canals, docks, Ac. 

There remains, however, a very large amount of work still to 
be done in connecting particular forms with particular kinds of 
water and with particular sources of contamination, which would 
enormously extend the scope and enhance the value of the bacterio¬ 
logical examination of water from a sanitary point of view. 

Other forms, again, are not known to be characteristic of any par¬ 
ticular class of waters, but have occurred at intervals in any|||| of 
them, suggesting that they have gained access as casual intruders. At 
the same time it may be noted that the systematic determination of 
forms in natural waters has not yet been sufficiently extensive to warrant 
definite and positive statements as to the habitats of the species. A 
shorter list, but one that is growing longer every year, includes forms 
which are not typically characteristic of waters at all, but are patho¬ 
genic species, which have almost certainly been introduced into the 
waters with foreign matters.f *([ 

We have so far confined our attention to waters which are at least 
sometimes employed for household purposes, and are generally known 
as “ fresh ” waters, though they differ enormously in detail if we 
contrast those of dirty rivers with those of clear streams, or those of 
open moorlands and marshes with those of wells and springs, and so 
forth. 

* 4 Zeitschr. f. Hyg./ vol. 1, 1886, pp. 76—114. 

f 4 Centralbl. f. Bakteriol./ vol. 4, 1888, p. 225. 

X * Mitth. der Oesterr. Yersuchsst. f. Brauerei u. Malzerei in Wien,’ 1888, H. 1. 

§ 4 Arch. f. Hyg./ vol. 8, 1888, p. 105. 

|| 4 Zeitschr. f. Hyg./ vol. 4, 1888, pp. 47—54. 

If 4 Medical News/ 1887, p. 758. 

** 4 Annuaire d’Hyg. et de Med. Legale/ vol. 17, 1887, No. 4. 

ft See Appendix A for further literature. 

XX E.g. , Cladothrix dichotomy, Crenothrix Kiihniana , Beggiatoa alba , &c. 

§§ JE.g., Clathrocystis roseo-persicina y Sphcerotilus natans , Bacterium janth- 
inum , B. merismopedioides, &e. 

HII E.g. y Bacillus erythrosporus , B. suhtilis, Micrococcus agilis, &c. 

fir E.g., Bacillus anthracis , B. typhosus , Spirillum cholera asiaticce , and others 
which give rise to disease. 
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But there are micro-organisms in other classes of waters, not 
usually employed for domestic purposes on a large scale, e.g ., the sea, 
salt marshes and springs, sulphur springs, and mineral waters of 
various kinds. As a rule, the bacteria of such waters are different from 
the above, and often appear to be more restricted in species. Thus :— 

In the sea are found Sarcina litoralis (Oerst.) ; Bacterium fusifor me 
(Warm.) ; B. Bflugeri (Ludw.) ; Beggiatoa mirabilis (Cohn) ; Bhrag - 
midothrix multisepta,ta (Engler) ; Bacterium litoreum (Warm.) ; Beg¬ 
giatoa pellucida (Cohn) ; Spirochcete gigantea (Warm.) ; Spirillum 
volutans* (Warm.) ; S . sanguineum* (Ehrenb.) ; S. violaceum * 
(Warm.) ; Monas Mulleri* (Warm.), and some others. Here, again, 
an enormous field exists for further research. 

Spirillum Rosenbergii (Warm.) and S. attenuatum (Warm.), and 
some other imperfectly studied forms, affect brackish waters ; while 
Crenothrix polyspora , Cladothrix dichotoma , and Leptothrix ochracea 
(Kiitz.) are described as especially occurring in stagnant waters rich 
in iron,f and certain other species are found in sulphur springs, and 
even secrete sulphur in their cells:— e.g., Beggiatoa alba, Monas 
Okenii , Glathrocystis roseo-persicina , Sarcina sulphnrata (Winogr.), 
Monas vinosa , and a series of other forms.J 

Others, again, are met with in warm springs, e.g., Sphcerotilus 
thermalis (Kiitz.), and Sph. lacteus (Kiitz.), Detoniella lutea (Kiitz.), 
Beggiatoa arachnoidea (Ag.), B. alba (Vauch.), and others. 

Many of the foregoing species, and others referred to in Appen¬ 
dix B, p. 244, may be regarded as water-bacteria, i.e., as forms more or 
less habituated to life in natural waters; but, as already stated, some 
must be looked upon as occasional intruders, introduced temporarily 
with foreign matters. 

Owing to the importance of some of these forms in causing 
diseases in man and other animals, it is necessary to look with grave 
suspicion on waters that give evidence of their presence, and we must 
devote special attention to these, as most closely connected with the 
subject which we have in hand. 

The literature concerning these pathogenic forms in water is almost 
daily increasing : quite recently Tils§ has found Staphylococcus pyo¬ 
genes aureus in town water. 

Passing over the strong presumptive evidence that Koch’s Spirillum 
cholerce asiaticce is an aquatic form native to the waters in Bengal, it 

* All these stand much in need of further investigation. 

f See Winogradsky, 44 Ueber Eisenbacterien,” 4 Bot. Zeitg.,’ 1888, p. 261. 
Crenothrix polyspora is merged into C. Kuhniana by Zopf; but see Winogradsky, 
4 Beitr. z. Morph, u. Phys. d. Bakt,,’ 1888. 

X See Winogradsky, “ Ueber Schwefelbacterien,” 4 Bot. Zeitg.,’ 1887, pp. 489, 
et seq ., and 4 Beitr. z. Morph, u. Phys. d. Bakt.,’ 1888. 

§ 44 Bactcriologische Unters. der Ereiburger Leitungswasser,” 4 Zeitschr. f. Hyg., 
1890, vol. 9, pp. 282—322. 
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may be accepted that it occurs in water (tanks in India) as an occa¬ 
sional impurity.* * * § 

Instances of the detection of the bacillus of typhoid fever ( Bacillus 
typhosus , Eberth) in waters used for domestic purposes also seem to 
be established;! though it should be insisted on that great difficulties 
still stand in the way of directly recognising this species. J 

Of forms pathogenic to the lower animals, there have been found in 
water the bacterium which causes septicaemia in rabbits ( Bacillus 
cuniculicida , Koch), which was originally met with in the waters of 
the River Panke, at Berlin, according to Koch.§ 

Rintaro Mori has also recorded the occurrence of three pathogenic 
species in the water of a certain drainage-canal. || These are (1) Bacillus 
murisepticus% (Koch); (2) a form which Mori names li Kapseltra- 
gender Canal-bacillus” resembling in some respects Eriedlander’s 
Bacillus pneumonias j but not identical with it; and (3) a form, also 
unidentified as yet, which the author simply records as “ Canal- 
bacillus.” These forms or species were very constant in the drainage- 
canal water, and were proved to be pathogenic by infecting mice and 
guinea-pigs with them. 


* Koch, in ‘ Berliner Klin. Wochen^chr./ 1883-84; ‘ Bericht iiber die Thatigkeit 
der zur Erforschung der Cholera im Jakre 1883 entsandten Commission/ Berlin, 
1887, p. 182. Nicati and Rietsch found the same spirillum during a cholera 
epidemic in the harbour of Marseilles (‘ Rev. d’Hygiene/ 1885, May 20). 

f Loir, in ‘ Ann. d. l’lnst. Pasteur/ vol. 1, 1887, p. 488, and Cassedebab, in same 
Annals, vol. 4, 1890, pp. 625—640. 

The typhoid bacillus (Eberth-Gaffky) was first detected in water by Moers (“ Die 
Brunnen d. Stadt Miilheim a. Rhein vom Bakteriologisclien Standpunkte aus be- 
trachtet,” ‘ Erganzungshefte, Centralbl. f. allgem. Gesundheitspflege/ 2, 1886, 
p. 144); then by Michael in Dresden (“ Typhusbacillen im Trinkwasser,” ‘ Eort- 
schritte d. Medizin/ 4, 1886, No. 11, p. 353); for the third time by Dreyfus-Brisac 
and Widal (“ Epidemie de Eievre Typho'ide, Considerations Cliniques et Recherches 
Bacteriologiques,” ‘ Gaz. Hebdom./ 1886, No. 45) ; then, for the fourth time, by 
Chantemesse and Widal (“ Enqu^te sur une Epidemie de Eievre Typho’ide quia 
regne aPierrefonds, 1886/’ ‘Rev. d’Hygiene/ 9,p. 116; ‘ Archiv. de Phys. et Pathol./ 

1887, p. 217) ; also by Reumer (“Zur Aetiologie d. Abdominaltyphus,” ‘ Deutsche 
Mediz. Wochenschr./ 1887, No. 28), as well as by others. Eor complete summary, 
see Jaeger, “Zur Kenntniss d. Yerbreitung d. Typhus durch Contagion und 
Nutzwasser,” ‘Zeitsclir. f. Hygiene/ 10, 1891, p. 197. 

I Parietti has recently published a means for distinguishing it from the false 
forms. See c Ann. de l’lnstit. Pasteur/ vol. 5, 1891, p. 414. 

§ ‘ Mittheil. aus d. Kaiserl. Gesundheitsamte/ 1881, vol. 1, p. 94. 

|| “ Ueber Pathogene Bacterien im Canalwasser, ” ‘ Zeitschr. f. Hygiene/ vol. 4, 

1888, pp. 47—54. 

This had also previously been found in the water of the Panke (Gaffky- 
Loeffler, ‘ Mittheil. a. d. K. Gesundheitsamte/ 1, pp. 80 and 135). 
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§ IT. On some Relations between the Bacteriological Contents of Water 
and the Environment . 

Although the evidence on which the above statements are founded 
is of unequal value in different cases, it maybe regarded as estab¬ 
lished that the germs of pathogenic Schizomycetes do occasionally 
occur in waters used for domestic purposes, and the records of medical 
literature fully bear out this conclusion.^ 

The next point for discussion is, How do these germs find their 
way into potable waters ? 

It seems capable of proof that water, as such, does not necessarity 
contain any bacteria at all, for if it is examined at the source of deep 
springs, or in the deep subterranean layers tapped by artesian well- 
pipes, it is found to be either wholly or practically free from 
organisms at or near the source. Moreover, it is an axiom that, 
in cases where the water-supply is drawn from rivers, there are more 
bacteria as we go towards the mouth, and fewer as we ascend the 
heights of the watershed; whilst the gain in bacteria, both as 
regards forms and numbers of individuals, is marked below each 
town or inhabited area through which the river flows.f 

We now proceed to the questions, Why are the deep waters below 
the sub-soil free from germs ? How do they become contaminated 

# Especially for typhoid. See Vaughan and Novy (‘ Med. News,’ 1888, p. 92), 
Charrin ( £ Ann. d’Hyg. Publique et de Med. Legale, 1887, pp. 520—529), Brouardel 
et Chantemesse (‘ Ann. d. Hyg. Publ. et de Med. Leg.,’ 1887, No. 12), Hauser and 
Kreglinger ( £ Die Typhus Epid. in Triberg in den Jahren 1884 und 1885,’ Berlin, 
1887), and the literature already quoted. 

f Eor more details in support of these statements, consult:—Burdon Sandersor 
( £ Bep. of the Med. Officer of the Privy Council,’ 1870 and 1872), Angus Smith 
(‘Bep. Med. Officer Local Gov. Board,’ 1884), Eol and Dunant (‘Arch, des Sc. 
Phys. et Natur. de Geneve,’ 1884 and 1885), Di Vestea and Tursini (‘Becherches 
sur les Eaux de Naples,’ 1885), Cramer ( £ Die Wasserversorgung von Zurich,’ 1885), 
Percy E. Erankland (‘Monthly Beports to the Local Government Board on the 
Bacteriological Examination of the London Water Supply,’ 1885—1888; also 
‘ Journ. Soc. Chem. Industry,’ 1885 and 1887; * The Present State of our Knowledge 
concerning the Self-Purification of Bivers,’ Internat. Congress of Hygiene and 
Demography, 1891), G. Bischof (“ Notes on Dr. Koch’s Water Test,” ‘Journ. Soc. 
Chem. Industry,’ 1886), C. Fraenkel (“ IJnters. ii. Brunnendesinfection u. d. 
Keimgehalt d. Grundwassers,” ‘ Zeitschr. f. Hyg.,’ vol. 6, 1889, pp. 23—61), Koch 
(‘ Die Bekampfung der Infections-Krankheiten: Bede zur Stiftungsfeier der 
Militararztlichen Bildungsanstalten,’ 1888,p. 25), Plagge and Proskauer (‘Zeitschr. 
f. Hyg.,’ vol. 2, 1887, p. 401), Wolffhxigel (“ Erfahrungen ii. d. Keimgehalt 
brauchbarer Trink- u. Nutz-Wasser,” ‘ Arb. a. d. Kaiserl. Gesundheitsamt,’ vol. 1, 
1886, pp. 546—566), G. Prank (“ Die Veranderung des Spree-Wassers innerhalb und 
unterhalb Berlin, &c.,” ‘ Zeitschr. f. Hyg.,’vol. 3, 1888, pp. 355—403), Schlatter 
(‘Der Einfluss des Ab-wassers der Stadt Zurich auf den Bacteriengehalt der 
Limmat,” ‘Zeitschr. f. Hyg.,’ vol. 9, 1890, pp. 56—58). See also ‘Ann. d. l’lnstit. 
Pasteur,’ vol. 3, 1889, pp. 559—569 and our Appendix A, infra. 
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subsequently ? And, what relations subsist between the facts eluci¬ 
dated and the questions concerned in our enquiry ? 

The purity of the subterranean waters is certainly not due directly 
to the rain which falls on the land (and which is, of course, the 
original source of such waters) being devoid of germs ; because, in the 
first place, much of this rain is already contaminated before it touches 
the soil, by bacteria suspended in the air, and secondly, because the 
instant that the rain touches any ordinary soil it becomes abundantly 
contaminated with micro-organisms. 

So long as this water is near the surface of the soil, it forms, in 
fact, a medium admirably adapted for the growth and multiplication 
of the myriads of Schizomycetes and other organisms with which the 
surface soil teems. 

It is this surface water flowing off the land into our rivers, open 
wells, &c., which so abundantly contaminates them by carrying with 
it, not only the microbes themselves, but also the soluble organic and 
mineral matters which serve them as food materials.* 

As the rain water percolates into the land, however, more or less 
of it soon sinks to levels below those at which there is danger of its 
emerging as a contaminating fluid, and in this process of percolation 
two important changes take place. Firstly, as the water passes from 
the surface soil to the sub-soil, it leaves behind it both soluble and 
suspended matters: certain of its salts are retained in the films on 
the surfaces of the particles of earth, whilst other salts become dis¬ 
solved in it; it is also, to a great extent, deprived of its dissolved 
oxygen, and a large proportion of its suspended germs are held back 
in the capillary interspaces.f In the subsoil, the water is in contact 
with Schizomycetes of quite different nature from those in the well- 
aerated surface soil, rich in organic and other food materials, and 
although these anaerobic organisms of the deeper layers are not 
necessarily less injurious, or otherwise, than the aerobic forms in the 

* See especially two admirable reviews by Buclaux, in ‘ Ann. de l’Xnst. Pasteur,’ 
vol. 4,1890, on “ Le Filtrage des Eaux,” pp. 41—56; and “ Sur les Relations du Sol 
et de l’Eau qui le traverse,” pp. 172—184. 

f Of the extraordinary power possessed by even thin strata of suitable filtering 
materials of arresting microbes present in the water passing through them abundant 
evidence has been furnished by one of us (Percy E. Frankland, “ On the Removal 
of Micro-organisms from Water,” ‘Roy. Soc. Proc.,’ 1885), as well as by Hesse 
(“Ueber Wasserfiltration,” ‘ Zeitschr. f. Hygiene,’ 1, 1886, p. 178), Pohl (“ Ueber 
Filtration d. Newa-wassers,” ‘Ceutralbl. f. Bakteriologie,’ 1, 1887, p. 231), Bert- 
schinger (“ Untersuchungen fiber die Wirkung d. Sandfilter d. Stadtischen Wasser- 
werke in Zurich,” ‘ Yierteljahrseh. d. Naturforsch. Gresellschaft in Zfirich,’ 34,1889), 
C. Fraenkel and C. Piefke (“Yersuche fiber die Leistungen d. Sandfiltration,” 
‘Zeitsch. f. Hygiene,’ 8, 1890, p. 1), C. Piefke (“ Aphorismen fiber Wasserversor- 
gung, Einrichtung und Betrieb von Filteranlagen,” ‘ Zeitsch. f. Hygiene,’ 8, 1890, 
p. 331), Proskauer (“ Hie Reinigung v. Schmutzwassern nach dem System Schwarz¬ 
kopf,” * Zeitschr. f. Hygiene,’ 10, 1891, p. 51). See our Appendix A. 
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surface soil—we know far too little about them to say much as to the 
comparison—the water is falling more and more out of the dangerous 
stages. 

At still deeper levels, even these anaerobic forms are left behind, 
and the thoroughly filtered liquid may now subside into a closed sub¬ 
terranean basin, where it may remain pure for any length of time.* 
so far as living organisms are concerned, provided no fissures or 
direct prolongations of surface waters allow of contamination from 
above.f 

It is obvious from the foregoing that the two great sources of con¬ 
tamination of our water-supplies are the air and the surface waters.J 

# The remarkably impure deep well water examined by Rohn and Wichmann 
(‘ Mitth. d. Oesterr. Yersuchstat. f. Brauerei u. Malzerei,’ H. 2) must surely have 
been connected with surface waters ! 

f A recent examination (1891) made by one of us of the water from deep wells 
in the chalk of the Kent Waterworks Company showed the number of micro¬ 
organisms revealed by the gelatine test to vary from 4 to 76 and to average 32 in 1 
cubic centimeter. In all cases the water was taken directly from the pumps and 
before it had undergone any storage. 

For collected results of the bacteriological examination of spring and well waters, 
see especially Hueppe (“ Die hygienische Beurtlieilung d. Trinkwassers vom bio- 
logischen Standpunkte,” Schilling’s * Journ. f. Gasbeleuchtung und Wasserver- 
sorgung,’ 1887), also Tiemann-Gartner (‘ Untersuchung. d. Wassers,’ Braunsch¬ 
weig, 1889, p. 498). 

J It is hardly necessary now to insist on the importance of the air, and its dust, 
in this connexion. Reference may be made to the following in confirmation:— 
Angus Smith (‘Air and Rain,’ 1872), Tyndall (‘.Floating Matter of the Air/ 
1881) ; Percy F. Frankland (“The Distribution of Micro-organisms in Air,” ‘ Roy. 
Soc. Proc.,’ 1886, No. 245, p. 509; “ Some of the Conditions affecting the Distribu¬ 
tion of Micro-organisms in the Atmosphere,” ‘ Soc. of Arts Journ.,’ 1887, vol. 35, 
p. 485; “ A new Method for the Quantitative Estimation of Micro-organisms in the 
Atmosphere,” ‘ Phil. Trans.,’ 1887, B, p. 113) ; Grace C. and Percy F. Frankland 
(“ Studies on some new Micro-organisms obtained from Air,” ‘ Phil. Trans.,’ 
1887, B, p. 257); Percy F. Frankland and T. G. Hart (“Further Experiments 
on the Distribution of Micro-organisms in Air,” ‘ Roy. Soc. Proc.,’ vol. 42, 1886, 
p. 267); Miquel (‘Annuaire de l’Observatoire de Montsouris,’ 1877 to 1891, and 
‘ Manuel Pratique dAnalyse Bacteriologique des Eaux,’ 1891). Also Aitken in 
‘ Proc. Roy. Soc. Edinb.,’ vol. 16, 1886, p. 139 ; ‘ Trans. Roy. Soc. Edinb.,’ vol. 15, 
February 6, 1888 ; and as regards contamination by surface waters see Koch (‘ Rede 
zur Stiftungsfeier der militararztlichen Bildungsanstalten,’ 1888, p. 25), Plagge 
and Proskauer (‘Zeitschr. f. Hyg.,’ vol. 2, p. 479), Soyka (‘Deutsche Viertel- 
jahrschr. f. offentl. Gfesundheitspflege,’ 1888, p. 638), Wolffhugel (‘ Arb. a.d. 
Kaiserl. Gesundh.-amte,’ 1886, p. 546), and Fraenkel (‘Zeitschr. f. Hyg.,’ 1889, 
p. 23). 

As regards filtration, Percy F. Frankland (“ On the Removal of Micro-organisms 
from Water,” ‘Roy. Soc. Proc.,’ 1885, “New Aspects of Filtration and other 
Methods of Water Purification : The Gelatine Process of Water Examination,” 
‘ Journ. Soc. Chem. Ind.,’ 1885 ; “ Water Purification : its Biological and Chemical 
Basis,” ‘ Proc. Institut. of Civil Engineers,’ vol. 85, 1885-86; “Filtration of Water 
for Town Supply,” ‘ Trans, of the Sanitary Institute of Great Britain,’ vol. 8, 1886; 
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It is also clear that pathogenic forms find their access to such 
waters by the same routes as saprophytic and harmless ones, a point 
of primary importance when we reflect on the danger of such being 
in the air and the drainage of inhabited areas. That the spores of 
Bacillus anihracis find their way from the bodies of animals to the 
surface waters of meadows, and thence into rivers, must be accepted 
as proved by the researches of Pasteur and Koch,* and our knowledge 
in this connexion suggests only too plainly what may occur in other 
cases, thus explaining the observed facts that the microbes of typhoid, 
cholera, septicaemia, &c., do occur in exposed waters ; and connecting 
the presence of other pathogenic forms, known to be cast off in secre¬ 
tions, dejecta, &c., with the suspicions aroused from the washing of 
milk vessels, &c., with such waters. 

It is necessary to bear in mind, however, that although the vista of 
possibilities here opened out is a real one, most of the bacteriological 
examinations of water support the conclusion that by far the majority 
of the Schizomycetes met with in natural waters are harmless, or at 
least are not capable of producing disease directly in those who drink 
the waters. 

Such conclusions have led to speculations, in different directions, as 
to why the bacteriological examination of waters has, so far, seldom 
led to the detection of pathogenic forms, although such waters are 
exposed to contamination. 

Firstly, it is possible that a Schizomycete should lose its virulence 
or be weakened, or even die, when transferred from a suitable medium 
into one so thin and innutritious as any ordinary potable water would 
be; secondly, quite apart from the scarcity of food materials, it 
requires some reflection to thoroughly grasp how great must be the 
changes in the circumstances which a given pathogenic form—say, the 
anthrax bacillus, for argument—meets with when it leaves the living 

“ Recent Bacteriological Research in connection with Water Supply,” * Journ. Soc. 
Chem. Ind.,’ 1887; “The Applications of Bacteriology to Questions relating to 
Water Supply,” ‘Trans. Sanitary Institute of Great Britain,’ vol. 9, 1887); H. A. 
Nielsen (“ The Bacteria of Drinking Water, in particular as regards the Species in 
the Water Supply of Copenhagen,” Copenhagen, 1890; see ‘ Ann. d. ITnst. Pas¬ 
teur,’ 1890, p. 41), Bertschinger (‘ Vierteljahrschr. d. Naturf. Gesellsch.,’ vol. 34, 
1889, also ‘ Ann. de l’lnst. Pasteur,’ vol. 3,1889, p. 692), Duclaux (“ Le Filtrage des 
Eaux,” ‘Ann. de l’lnst. Pasteur,’ 1889, pp. 41-56; and “Sur les relations du Sol et 
de l’Eau qui le traverse,” ‘ Ann. de l’lnst. Pasteur,’ 1889, pp. 172-184) ; also our 
Appendix A. 

As to bacteria in ice, snow, and hail, see Prudden (‘ New York Med. Record,’ 
1887), Bordoni-TTffreduzzi (‘ Centralbl. f. Bakt. u. Parasitenkunde,’ vol. 2, 1887), 
Janowski (ibid., vol. 4, p. 547), and Schmelck (ibid., vol. 4, p. 545), Fraenkel 
(‘ Zeitschr. f. Hyg.’ vol. 1, pp. 302—314), and Odo Bujwid (‘ Ann. de l’lnst. Pasteur,’ 
vol. 1, 1887, p. 592). 

* Pasteur, ‘ Bull, de l’Acad. de Medecine,’ 1880; Koch, ‘ Mittheil. a. d. K. Gesund- 
heitsamte,’ 1881, p. 49. 
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body of a sheep and is carried into a stream. In considering this 
example, the observed facts as to the susceptibility of anthrax to low 
temperatures should be borne in mind. The great reduction in 
temperature would alone suffice to impress it with effects very different 
from those of its previous environment—the tissues of a warm¬ 
blooded animal—and matters would be made no simpler by the 
differences in exposure to the oxygen of the air, the light of the sun, 
and so forth.* 

That such a view is not without foundation is sufficiently proved 
by recent researches on the action of heat, light, and oxygen on this 
very bacillus in question. 

To take the case of temperature first. It is generally agreed that 
Bacillus anthracis cannot go on growing and dividing below about 
15° 0., nor above about 45° C., and that it thrives best at some 
temperature near 35° C. ; it is also agreed that it is markedly 
susceptible to the presence of free oxygen in its normal development. 
Although undoubtedly favoured by presence of oxygen, the anthrax 
bacillus will grow in the presence of only a very small quantity of air, 
(Liborius, 4 Zeitschr. f. Hyg.,’ 1, p. 170). Under favourable circum¬ 
stances, but only if oxygen is present and the temperature fairly 
high, the bacilli form spores in their interior. This complicates 
the matter under discussion, for these spores are sometimes capable 
of remaining uninjured for long periods under conditions which would 
inevitably kill the vegetative rodlets. 

Now Pouxt has lately shown that in a given culture containing 
these spores some individuals are more resistant than others, and that 
when germinating it is of importance to a given spore whether it is 
near the surface of a liquid or deeper down ; that at high tempera¬ 
tures, in contact with free atmospheric oxygen, the virulence of a 
given culture can be attenuated, J though no such attenuation results 
when out of contact with air. 

These are by no means all the facts that have to be regarded, however. 

* Possibly by far the most important of the destructive influences of fresh water 
on such microbes is that of the change in the conditions of osmosis, which is also 
entirely substantiated by experiment, and is in harmony with what we know of the 
physiology of living tissues (see Marshall Ward, “ On Some Relations between Host 
and Parasite,” &c., the Croonian Lecture for 1890, ‘ Roy. Soc. Proc.,’ vol. 47, 
pp. 393—443, and references to the works of Pfeffer and De Vries therein ; also 
Fischer, “ Die Plasmolyse der Bacterien,” in ‘ Ber. iib. d. Verhandl. Sachs. Gresellsch. 
Wiss. zu Leipzig,’ vol. 1, 1891, pp. 52—74, and Wladimiroff, “ Osmotisehe Vers, 
an lebenden Bakt.erien,” in ‘ Zeits. Physik. Chem.,’ vol. 7, pp. 529—543). 

f Roux, “ De 1’Action de la Chaleur et de l’Air sur les Spores de la Bacteridie 
du Charbon ” (‘ Ann. de l’lnst. Pasteur,’ vol. 1, 1887, pp. 392—399). 

| We ought to deal with this subject very cautiously, for others have stated, and 
some confuted, this previously; but of course we are not concerned with all the 
details here. 
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A large nuniber of investigators, by means of researches first 
started by Downes and Blunt in 1877,* in this country, and carried 
on ever since by others, have shown that the action of the sun s rays 
has to be taken into consideration when dealing with questions of the 
vitality or rate of growth, &c., of the spores and rodlets of this and 
other Schizomycetes. 

The controversy is too long for full treatment in this report, but 
the upshot of the whole may be summed up as follows. Certain rays 
of light, apparently more especially those known as the “ chemical 
rays,”*)* so affect the germinating spores of certain bacteria ([Bacillus 
typhosus , Bacteria anihracis ), in presence of air, that their growth is 
inhibited. The presumption is that the solar rays enhance certain 
oxidation processes in the living protoplasm, but questions also arise 
in some cases as to possible effects on the nutritive media as well, 
though Janowski certainly seems to have eliminated these in his 
cultures of the typhoid bacillus.$ 

A second possible view as to the fate of a given species of bacterium 
when suddenly washed into a stream is that it remains there un¬ 
altered, and that the chances are so enormously against its being 
detected, or (what, from some points of view, is the same thing) 
against its finding a suitable nidus in a living animal, that it simply 
wanders passively in the waste of waters surrounding it for an in¬ 
definite period, or until it reaches the sea. 

This view also must be faced as one not altogether unsupported by 
observations, but only on the understanding that the microbe is in the 
spore stage, or, at least, passes into that condition soon after reaching 
the water, for the weight of bacteriological experience is distinctly 
against the probability of a living Schizomycete, in the simple vege¬ 
tative condition, remaining as such for any length of time, at any rate 
in such a dilute medium as potable water. 

With spores the matter is different. Duclaux found old spores of 
certain forms which had been kept out of contact with air for several 
years to be still capable of germination when sown in suitable 

* Downes and Blunt, ‘ Boy. Soc. Proc./ 1877, p. 488, and ibid., 1878, p. 199. 

f It should be clearly indicated, however, that the evidence goes rather to show 
that it is insolation which produces these results, and not diffused light. Insola¬ 
tion can have practically no effect in natural waters. 

J For details as to the action of light on bacteria, consult Baum (“ Der Hegen- 
wartige Stand unserer Kenntnisse ii. d. Einfluss des Liehtes auf Baoterien, &e., 

‘ Zeitschr. f. Hyg.,’ vol. 6, 1889, pp. 312—368), for full references to literature to 
date. Then see Pansini (‘‘Action de la Lumiere Solaire sur les Microorganismes, 
in ‘Bivista d’lgiene/ 1889; also ‘Ann. de lTnst. Pasteur/ vol. 3, 1889, p. 686) ; 
Janowski, (“Zur Biologie der Typhus-bacillen,” in ‘ Centralbl. f. Bakt. u. Paro- 
sitenk./ 1890, Hos. 6—8) ; E. Elfving, ‘ Studien uber die Einwirkung des Liehtes 
auf die Pilze/ Helsingfors, 1890, 139 pp. and 5 plates—deals more especially with 
fungi proper—and our Appendix A. 
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media, # and it is well known what extremes of temperature, &c., 
spores can withstand. At the same time, since the rule is that a spore 
germinates in even dilute solutions, when transferred thither, in 
presence of oxygen and if the temperature rises, it may be regarded 
as probable that, for aerobic bacteria at any rate, the changing con¬ 
ditions in a river, &c., will prevent its remaining merely passive— 
all available evidence is rather in favour of its either growing or 
else'dying if it cannot adapt itself to the circumstances, although 
the death of spores may be delayed for many months and possibly 
even longer. 

Indeed, recently, strong evidence has been produced, showing that 
pathogenic microbes may sink to the bottom of lakes and rivers and 
there remain in a living state, amongst the sediment or mud, for very 
long periods of time, until in fact, some flood or other disturbance 
causes them to become once mor*e suspended in the water, when they 
maybe carried by a stream or current to another place. It is obvious 
that this hitherto but little recognised factor is of the very highest 
importance in connexion with the supply of water from rivers subject 
to objectionable pollution.f 

A third view is possible, viz., that the Schizomycete finds the new" 
environment at least not unsuited to its immediate requirements, 
and that it grows and multiplies more or less successfully in the large 
mass of water. 

This unquestionably happens with some forms, which, as we have 
seen, are so well adapted for life in rivers, ponds, and even pipes, 
that they have long been known as aquatic species.J As has been 
stated, and will be seen more clearly shortly, however, this is also 
true, to a limited extent, of many forms, including certain patho¬ 
genic species, which are only met with in natural w r aters as in¬ 
truders ; they are able to maintain themselves alive for variable 
periods, and then usually succumb. 

Before passing to this part of the subject, we wish to remark upon 
the method for a long time employed in the bacteriological examina¬ 
tion of water, and on some of the general results obtained. 

Since 1881 it has been almost universally the custom to employ 
the gelatine-plate cultures as devised by Koch. A measured small 
quantity of the water to be examined is added to the nutrient gela- 

* Quoted by Roux (‘Ann. de Flnst. Pasteur/ vol. 1, 1887, p. 392). 

f Lorteb and Despeignes, “ Recherclies sur les Microbes Pathogenes des Eaux 
Potables distributes a la Yille de Lyon” (‘Rev. d’Hygitne,’ 12, 1890, No. 5); also 
Lortet, “ Die patkogenen Bakterien d. tiefen Seklammes im Grenfer See ” (‘ Cen- 
tralbl. f. Bakter.,’ 9, 1891, p. 709). 

% This term is, of course, not quite accurate, in view of tke fact that all Schizo- 
mycetes must have water to grow j and are, indeed, descended from aquatic forms 
—lower Algse. 
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tine, kept fluid at about 35° 0., and tbe mixture, after solidification 
in a thin layer, is incubated generally at a temperature of 20—22° C~ 
in contact with air, but protected from danger of contamination: we 
need not go into tbe particular methods of sterilisation, protection, 
incubation, &c .; suffice it to say that in a few hours or days colonies 
of bacteria appear on the culture plates, and tbe number of indi¬ 
vidual bacteria in the measured sample of water is estimated from 
these, on the assumption that each colony has sprung from one 
germ. 

The comparison of numerous researches made in recent years, and 
the experience gradually being gained in all branches of the technique 
of the subject, have slowly led to the detection of numerous fallacies 
in the almost established mode of procedure. 

In the first place, it was soon apparent that the mere numbers of 
bacteria, per cubic centimetre of water, are in no sense a satisfactory 
guide to the fitness of such water for domestic purposes ; it may be 
quite true that one revolts from a water proved to yield large 
numbers of colonies of bacteria, and one can understand that a water 
yielding even 500 colonies per cubic centimetre should be preferred 
to one yielding, say, 5000 colonies per cubic centimetre, but, so long 
as this choice is based on the assumption that mere numbers decide 
the safety or danger of the water, it is utterly fallacious. The 
500 colonies may contain some which have been developed from 
pathogenic germs, while the 5000 may have all arisen from harmless 
forms. This consideration entirely invalidates all the older conclu¬ 
sions, which were made in some quarters, as to a given water being 
good or bad according as it yields few or many colonies per cubic 
centimetre on plate cultures; the only test is to determine what the 
bacteria of the different colonies are, and the only general deduction 
of any value to be drawn from mere quantitative bacteriological 
determinations is, that a water obviously containing a number of 
different species is, on the whole, more likely to have been subjected 
to contamination than one which contains but few different kinds. 

A water should be suspected, therefore, and subjected to further 
examination, if it yields several different kinds of colonies unknown 
to the investigator. 

As a matter of practical experience, it is certainly impossible to 
rapidly identify more than a few colonies in such cultivations ; if a 
complete investigation of the life histories, &c,, of all the forms were 
attempted, the bacteriological examination of a single sample of water 
might take years, and consequently this part of the subject is the one 
which awaits and invites the attention of numerous and energetic, 
properly equipped workers. 

Then as to the primary assumption which lies at the base of all the 
older plate cultures. This was that each colony has taken origin 

p 2 
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from one germ, isolated at the time of infecting the gelatine, and 
which developed in the medium during the period of culture. 

In the first place, the conclusion that each colony has sprung from 
one germ is a mere assumption, and it is to be viewed with suspicion 
at the outset. Cramer^ showed that bacteria have a habit of sticking 
together in the water, and several other observers! have shown that 
this is a real danger in all bacteriological analyses, and that indi¬ 
vidual colonies often result from the growth, &c., of not one, but 
many agglomerated spores or segments. Many observers have 
attempted to get over this difficulty by shaking the sowing in 
distilled water, before infection. Wolffhugel and Riedel suggest the 
possibity that there are dangers connected with this method also, e.g., 
removal of gases, oxidation, &c. It is even asserted that prolonged^ 
mechanical shaking affects the growth of bacteria, but this concerns 
the transit, &c., of cultures rather than the point under discussion. 

It has been suggested that the best method for ensuring separation 
from one another of the bacteria would be to pass the water through 
sterilised glass wool, as Elfving did for spores of fungi ;§ only there 
would be some loss. Thoroughly sterilised cotton wool, or even filter 
papers, may be used, but there is danger of washing traces of soluble 
substances from these. 

The question as to whether the colonies result from a single germ 
or from an agglomeration is, after all, not a matter of such grave 
importance as might at first sight appear, for if the precaution be 
taken, as it invariably should be, of violently agitating the sample of 
water immediately before making a plate cultivation, it is obvious 
that any conglomerate which may be present and does not yield to this 
treatment is, for practical purposes, a single source of infection, and 
will thus give rise to a single colony. 

Another difficulty with plate cultures is due to some species 
causing liquefaction of the gelatine through the action of peptonising 

* £ Kommissions-bericht fiber die Wasserversorgung von Zurich und ihren 
Zusammenhang mit der Typhus-epidemie des Jahres 1884/ Zurich, 1885, p. 92. 

t Malapert-Neufville (‘Zeitsehr. f. analyt. Chem./ vol. 25, 1886, p. 39), Wollf- 
hugel and Riedel (“Die Yermehrung der Bacterien im Wasser,” ‘Arb. a. d. K. 
Gesundheitsamte,’ vol. 1, 1886, pp. 455—480); also Eol and Dunant (‘ Revue 
d’Hygiene/ 1885, vol. 7, p. 183). 

X It may be assumed that the shaking carried on for a few minutes only before 
making a culture can have no effect on the life of the microbes ; even the effect of 
long-continued shaking is very doubtful, the evidence being quite conflicting. On 
this point see Horvath (‘Phuger’s Archiv f. Physiol.,’ vol. 17, 1878, p. 125), 
Naegeli ( £ Theorie d. Gahrung,’ 1879, p. 88), Reinke (‘Pfluger’s Arch. f. Physiol.,’ 
vol. 23, 1880, p. 434), Buchner (‘ Sitzungsber. d. K. Bayer. Akad. d. Wiss.,’ 1880, 
pp. 382 and 406), Wernich (‘ Desinfectionslehre,’ 1880, p. 74), and further litera¬ 
ture in these. 

§ Elfving used cotton-wool ( c Studien ii. d. Einwirkung des Lichtes,’ p. 31). See 
also Geppert Ann. de l’lnst. Pasteur/ vol. 3, p. 673), who used glass. 
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ferments which they produce: this causes local floodings, and the 
running together of neighbouring colonies, or the submergence of 
some of them, and seriously interferes with the counting and estima¬ 
tion of the numbers. 

The only mode of combating this difficulty consists in using such a 
volume of the infecting water as wil] yield a manageable number of 
such centres of liquefaction. 

But these are by no means the only sources of fallacy incidental to 
the methods of gelatine-plate cultures. It has been implied by some 
of the earlier workers, rather than definitely assumed, that all the 
living germs in the sample of water mixed with the nutrient gelatine* * * § 
will give rise to colonies, provided the plate culture is thin enough 
to ensure the access of oxygen to all parts, the sample small enough 
to ensure isolation of the individual bacteria or spores, and the 
temperature a suitably high one to promote rapid growth, without 
preventing the proper solidification of the medium. 

As matter of fact, there are serious fallacies traceable to all these 
implications. Many bacteria are now known which are incapable of 
growing in presence of the oxygen of the air, wdiile others will only 
withstand partial pressures of that gas; it may be safely concluded 
that the gelatine-plate cultures give no account whatever of these 
forms, although they may and often do occur in tap waters,*)* &c. 

Moreover, even the thinnest layer of gelatine may so far hinder the 
access of oxygen to completely submerged aerobic forms as to retard, 
their growth, and so they become dominated by the more rapid de¬ 
velopment of other colonies. This domination is not necessarily due 
to the mere flooding of the suppressed forms with liquefied gelatine : 
GarreJ showed a short time ago that some bacteria, growing on 
gelatine side by side with other species, can inhibit the life-actions of 
the latter by the poisonous influence of their metabolic products, and 
Miquel§ claims to have proved similar actions in water, and even to 
have isolated the toxic principles, and rendered other water immune 
by their aid. 

* The quality of gelatine and peptone varies also. For hints in this connexion 
see Reinsch, “ Zur bakteriolog. Unters. des Trinkwassers ” (‘ Centr. f. Bakt.,’ vol. 10, 
1891, p. 415). 

f A good instance has recently been investigated by Perdrix (“Sur les fermenta¬ 
tions produites par un Microbe anaerobie de l’Eau,” ‘ Ann. Inst. Pasteur,’ vol. 5, 
1891, pp. 286—311). 

J “Ueber Antagonisten unter den Baktenen ” (‘Correspondenzbl. f. Scliweizer. 
Aerzte,’ Jahrg. 17, 1887). Also Blagovestchensky (“Sur l’Antagonisme entre les 
Bacilles du Charbon et eeux du Pus Bleu,” ‘Ann. de l’lnst. Pasteur,’ 1890, vol, 4, 
pp. 689—715). 

§ “ Dixieme Memoire sur les Poussieres organises de l’Air et des Eaux ” 
(‘ Annuaire de l’Observatoire de Montsouris,’ 1888), and ‘ Manuel Pratique d’Analyse 
Bact^nologique des Eaux,’ 1891, pp. 153—155. 
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Again, as is well known, there are several forms which will not 
grow on gelatine at all,* and there are others which grow so slowly 
that they will not be counted in the estimations made by g’elatine- 
plate cultures, either because the colonies formed in the time are too 
small to be seen, or because they succumb to dominant forms—for it 
must never be forgotten that, among competing Schizomycetes, it is 
especially the early forms which gain the advantage, as elsewhere in 
nature. 

Finally, since the temperature has been shown to be such a deter¬ 
mining factor in the growth and multiplication of bacteria, we may 
be sure that this item affects these plate cultures also, and it is well 
known that different numbers are obtained according to the tem¬ 
perature of incubation, and with reference to this point it is especially 
to be noted that the optimum temperatures for different bacteria 
may differ considerably. + 

Taking all the facts into consideration, therefore, it is necessary to 
regard the gelatine-plate method as an imperfect one at best. But if we 
inquire whether there is a better one, we are bound to reply that there 
is not, at any rate for general purposes; but for special requirements 
it is possible to devise several modified methods for the culture of par¬ 
ticular forms, and this has been done in certain cases. 


§ III. The Vitality of Micro-Organisms in Water. 

It is now time to enter upon the special literature dealing with the 
behaviour of selected forms of Schizomycetes in particular samples 
of water, and we propose to treat this somewhat more in detail, and 
in chronological order, so far as possible, because it bears directly 
on the subject of our enquiry. J 

This invesigation followed as the natural corollary to the discovery 
that some micro-organisms can multiply to a most extraordinary 
extent in waters almost entirely destitute of organic matter, like 
distilled water. The first recorded instance of such multiplication 

# ^ome of these are of the highest importance in connexion with the chemical 
changes taking place in natural waters, a.g., the nitrifying organisms (Percy F. and 
Grace C. Frankland, “The Nitrifying Process and its Specific Ferment,” ‘Phil. 
Trans./ 1890, B, p. 107 ; Winogradsky, c Ann. de Tlnst. Pasteur/ 1890 and 1891; 
Warington, 4 Chem. Soc. Journ./ 1891, p. 484). 

t In this connexion it should be noted that the range of temperature for different 
bacteria is much larger than is commonly assumed. There are species which 
will grow at 0° C., and there are others which grow at temperatures as high as 
50—70° C. See Fischer (“ Bakterienwachsthuna bei 0° C., &c.,” ‘ Centr. f. Bakt./ 
yoL 4, 1888, p. 89), Globig (‘Zeitsclir. f, Hyg./ vol. 3, p. 294), Forster (‘ Centr. f. 
Bakt./ yoI. 2, p. 337), Miquel (“Monogr. d’un Bacille YiYant au-dela de 70° C./’ 
4 Ann. de Micrographie/ Annee I, Paris, 1888, pp. 4—10). 

J See Appendix C, p. 268 t 
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in distilled water was made by one of ns in 1885,* * * § on which occasion it 
was found that in the course of forty-eight hours the number of 
microbes had increased from 1073 in the cubic centimetre to 48,100 
in the same volume. Similar instances of multiplication in the pure 
spring water supplied to Munich were published shortly afterwards, 
by Leone,f whilst the same phenomenon was observed by CramerJ in 
the case of the microbes present in the waters of the Lake of 
Zurich. 

Similar phenomena formed the subject of more extensive investiga¬ 
tions contained in three memoirs, which appeared almost simul¬ 
taneously in 1886 by Wolffhiigel and Riedel,§ by Meade Bolton,|| 
and by one of us.^f Each of these not only confirmed the rapid and 
extensive multiplication of microbes, even in the purest natural 
waters, but differed from the predecessors in recording the results 
of experiments in which specific pathogenic forms were introduced 
into natural waters of different kinds, including sewage. It will be 
convenient to discuss, in the first instance, these three contributions 
to the subject along with another by Heraeus, which appeared shortly 
afterwards. 

In Meade Bolton’s paper,** after referring to the literature regard¬ 
ing the general bacterial contents of ordinary waters, and criticising 
the various methods hitherto in vogue, the following generalisations 
are made- 

1. Ordinary waters always contain some bacteria. 

2. The numbers of individuals and species vary in different waters, 
and from time to time. 

3. Certain forms predominate, because they can multiply readily 
in such waters, as is proved by their rapid increase when the water 
is allowed to stand for a few days. 

4. After the climax of increased numbers has been obtained, the 
bacteria gradually diminish in quantity. 

Bolton established the truth of these conclusions, and showed that 
the growth and increase of these water bacteria differ according to 

* Percy F. Frankland, “ The Removal of Micro-organisms from Water,” ‘ Roy. 
Soc. Proc.,’ vol. 38, 1885, p. 387. 

f “ Sui Micro-organismi delle Acque Potabili, loro Vita nelle Acque Carboniche,” 
‘ Rendiconti della R. Accademia dei Lincei,’ 4 Ottobre, 1885; ‘ Chem. News,’ 
vol. 52, p. 275. 

X ‘Die Wasserversorgung von Zurich, ibr Zusammenbang mit der Typhusepi- 
demie d. Jahres 1884,’ Zurich, 1885. 

§ ‘ Arbeiten a. d. K. Gesundheitsamte/ vol. 1, pp. 455—480. 

|| ‘ Zeitscbr. f. Hyg.,’ vol. 1, p. 76. 

Percy F. Frankland, “The Multiplication of Micro-organisms,” ‘Roy. Soc, 
Proc.,’ vol. 40, 1886, p. 526. 

** “ Ueber das Verhalten verscliiedener Bakterienarten im Trinkwasser ” 
(‘Zeitschr. f. Hyg.,’ vol. 1, 1886, pp. 76—114). 
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the kind of water, the temperature and other external conditions 
remaining the same. 

He gives examples showing that the increase is most rapid, as a 
rule, during the first thirty-six hours, and then a diminution sets in, 
day after day, ending in the water containing a smaller number than 
at first. 

This gradual diminution was not due to mere precipitation, but 
was, perhaps, in part to be accounted for by the coherence of the 
germs in clumps, and in part to actual death. 

He then isolated and described sixteen of the commonest species, 
which were shown to actually grow and multiply in ordinary drinking- 
waters. 

Two of these forms were shown to be capable of easy multiplication 
in such waters, and that quite independently of the chemical con¬ 
stitution of the waters. He found that they flourished in the purest 
distilled water he could obtain, as well as in “bad” water, and assumes 
that this is because the very small amount of organic nutriment they 
demand* is never absent. 

Bolton concluded from his experiments that variations of tem¬ 
perature, and in the amount of oxygen dissolved in the water, were 
far more important factors than the chemicals dissolved in ordinary 
waters. In this conclusion, however, he is neither supported by his 
own nor the previous experiments of Leone, for it was found by both 
that the multiplication was almost equally rapid if a stream of 
hydrogen or a stream of air was passed through the water. 

He further inferred that, in practice, the accumulation of bacteria 
in pipe waters is due to the multiplication of forms (carried in by 
surface drainage in the first instance) in the standing water as the 
temperature rises. 

He then tried the effects of (1) distilled water, (2) common drink¬ 
ing waters, and (3) badly contaminated waters, on specific pathogenic 
and other bacteria, obtained from pure cultures and added to the 
waters with as little traces of the culture medium as possible. In 
many of his experiments, however, he has apparently failed to secure 
this last-named condition, as in most cases the number of organisms 
introduced into the particular waters is recorded as u un-countable,” 
thus clearly pointing to insufficient dilution before inoculation. To 
save repetition it must be mentioned that all of Bolton’s experiments 
were made with waters previously sterilised by heat. 

* It is, however, much to be regretted that in not a single instance is the 
chemical composition of any of these waters recorded by the author. 

It may be observed here that we cannot accept, without reserve, general statements 
to the effect that pure water is capable of supporting the life of bacteria. Miquel 
shows how such water, which may be obtained in quantity by simple condensation 
(‘Analyse Bact. des Eaux,’ p. 156), is incapable of supporting bacterial life 
(pp. 157—158). 
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He found that spore-free bacilli of Bacillus anthracis rapidly die 
off in tap water; whereas, in the condition of spores, this organism 
may remain alive in such waters for nearly a year. 

Staphylococcus pyogenes aureus may live for from ten to twenty, to 
upwards of thirty days in ordinary and bad waters respectively. 

Micrococcus tetragenus rapidly disappeared in every case in less than 
four to six days. 

Bacillus typhi abdominalis lived in some cases upwards of fourteen 
days in the absence of spores, and upwards of thirty to forty days in. 
the form of spores. 

In all these cases the two most important factors were the presence 
of spores and the temperature ; the bacteria were eliminated the more 
rapidly the higher the temperature ; they resisted the longer the 
more they had matured their spores. This was true, assuming that 
no proteids or other assimilable organic bodies were added to the water. 

Hone of Meade Bolton’s experiments were made with simultaneous 
presence of water bacteria: on the whole, subsequent researches 
have shown that the presence of forms which easily flourish in 
ordinary waters hurries the elimination of the intruding pathogenic 
forms. 

Heraeus,^ in his general conclusions supports those of Meade 
Bolton in most of the important respects, and especially the rapid 
increase of individuals of the bacteria in ordinary waters. He insists 
on the fact that certain forms multiplied in solutions absolutely 
devoid of organic materials. 

At the same time, he concludes from his experiments that a “bad ” 
water suits the bacteria better than good drinking water; and this 
conclusion is of course in accordance with all ordinary experience, 
since a “ bad 99 water contains relatively much organic matter. 

The important paper by Wolffhiigel and Biedel,t which may next 
be examined, is full of excellent hints on methods, and of references 
to work bearing on the subject, and contains several valuable 
warnings as to sources of error in such investigations. The authors 
insist that the composition of the water is of importance, and in this 
respect place themselves in direct antagonism to Meade Bolton.J 
They employed both pathogenic and non-pathogenic bacteria, and 
sterile as well as normal waters. 

* “ Ueber das Yerlialten der Bacterien im Brunnenwasser, sowie iiber reducirende 
und oxydirende Eigenschaften der Bacterien” (‘Zeitschr. f. Hyg.,’ vol. 1,1886, 
pp. 193—234). 

f “ Die Yermehrung der Bacterien im Wasser” (‘Arb. a. d. Kaiserl. Gesund- 
heitsamte,’ Berlin, 1886, vol. 1, pp. 455— 480). 

J We may here emphasise our previous note that most investigators disagree 
with Meade Bolton in this respect, and we may conclude that the latter lays too 
little stress on the constitution of the water. 
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These authors prove that very minute traces of organic materials in 
a water induce rapid multiplication of certain species, that the tempe¬ 
rature and quiescence of the water are important, and discuss the 
question as to the effects of mechanical shakings^ of the waters, e.g 
in transit. They leave this matter undecided, hut are of opinion that 
it will have to he reckoned with by bacteriologists. 

As regards pathogenic species, they found that Bacillus anthracis 
multiplied in the dkty water of the Piver Panke, both normal and 
when sterilised by heat,f so long as the temperature was high enough 
(12—15° C. to 30—35° C.) ; but that at low temperatures the bacilli 
did not flourish, and even died off. 

Typhoid bacilli (“ ileo-typhus ”) lived for some time, and even 
multiplied, in (sterilised) ordinary drinking water, as well as in the 
(sterilised) bad waters. In distilled water they gradually died out, 
though they may require twenty days or more to do so. In non- 
sterilised waters they found that they grew so slowly that they were 
swamped by other forms on the gelatine-plate test-cultures, thus 
showing how difficult it is to obtain a satisfactory result in such 
experiments. 

To obviate this difficulty they placed the typhoid bacillus in 
selected waters, containing selected water bacteria, and they then found 
that it lived so long that they felt constrained to warn us that this 
dangerous form may maintain itself for weeks : they also prove that 
milkj is a good vehicle for it, and that the belief in the danger of 
washing milk-cans with water containing typhoid bacilli is a well 
founded one. 

Cholera spirilla were found to maintain themselves for seven days 
at least in all kinds of sterile waters, and to be still present in some 
cases even after eightv-two days. In unsterilised waters, however, 
this form is soon overcome. Here, as in other cases, the temperature 
was found to be important. 

A curious result is worth noting. They found that the cholera 
spirilla take some time to accommodate themselves to the exigencies 
of a water containing competing forms, and consequently the latter 
usually dominate and eliminate the former. But in certain cases the 
cholera spirilla do accommodate themselves to the circumstances for a 
time, and if such specimens be then removed and placed in a fresh 
sample of the water they multiply at once, and are much more 

* With full reference to previous literature. 

f None of the experiments were made with water sterilised by filtration only. 

X See also W. Hesse (“ Unsere Nahrungsmittel als Nahrboden fur Typhus und 
Cholera,” ‘ Zeitsch. f. Hyg.,’ vol. 5, 1889, p. 527); Kitasato (“ Has Yerhalten der 
Cholerabacterien in der Milch,” ‘Zeitsch. f. Hyg./ vol. 5, 1889, p. 491) ; Almquist 
(“ Neue Erfahrungen iiber Nervenfieber und Milchwirthschaft,” 4 Zeitschr. f. Hyg./ 
vol. 8, 1890, p. 137). 
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resistant to the water bacteria among wbicb they find them¬ 
selves. 

In distilled water the cholera spirilla usually died off rapidly,* but 
cases happened where they lived for thirty-three days; possibly the 
distilled water contained impurities in these cases. 

The authors insist on the danger of cholera germs in water, and 
expecially in ordinary river, well, and tap waters, which showed the 
presence of living cholera germs seven months after infection. 

In the paper by one of usf the particular waters submitted 
to examination were those of the rivers Thames and Lea before and 
after filtration by the several London Companies, as well as the deep- 
well water from the chalk supplied by the Kent Company. It was 
found that the microbes in the unfiltered waters underwent but little 
multiplication, and in some cases very considerable diminution, on 
standing at the ordinary temperature of the air, whilst at a tempera¬ 
ture of 35° C. very rapid multiplication took place, which was followed 
by subsequent decline. In the case of the filtered river waters, on 
the other hand, there was invariably a large increase, especially at the 
high temperature, also followed, however, by a subsequent decline. 
By far the most rapid multiplication was observed in the case of the 
organically pure deep-well water; thus on one occasion the numbers 
rose from 7 to 495,000 in the course of three days when the water 
was kept at 20° C.; the tendency to a subsequent decline was, how¬ 
ever, also exhibited. On these surprising results the author points 
out that the deep-well water is at the outset almost wholly free from 
micro-organisms, and that it has never before been inhabited by such 
living matters, and that it is only reasonable to infer, therefore, that 
those of its ingredients which are capable of nourishing the particular 
micro-organisms which flourish in it are wholly untouched, whilst in 
the case of the river waters, the most available food supply must have 
been largely explored by the numerous generations of micro-organ¬ 
isms which have inhabited them. Further, he remarks that the 
number of different varieties of micro-organisms is far greater in the 
case of the river waters than in that of the deep-well water, and that 
in the latter case, therefore, the organisms present will probably have 
a freer field for multiplication than in the presence of competitors, 
some of which may not improbably give rise to products which are 
hostile to others. 

In a similar manner he explains the greater capacity for multipli¬ 
cation exhibited by the filtered as compared with the unfiltered river 

* As the authors point out, this agrees with Babes’ results (Virchow’s ‘ Arch. f. 
Path. Anat.,’ vol. 99, 1885, p. 152), and contradicts those of Nicati and Rietsch 
(‘Revue d’Hyg.,’ 1885, No. 5, p. 353). Since the latter employed liquid cultures 
of the bacilli, they probably introduced food materials into the water. 

f ~Loc. cit., p. 471. 
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water, for by the process of filtration the number of different 
varieties of micro-organisms is largely reduced, as is at once seen by 
the inspection of the plate cultivations, and those varieties which 
remain have, therefore, a more favourable opportunity for reproduc¬ 
tion than in the presence of more numerous varieties.* 

The specific forms experimented with were the Bacillus pyocyaneus 
(from green pus), Finkler-Prior’s Spirillum , and Koch’s Spirillum of 
Asiatic cholera; they were in all cases introduced into sterilised waters 
only. 

The Bacillus pyocyaneus was found to multiply extensively in distilled 
water, filtered Thames water, deep-well water, and London sewage. 
Finkler-Prior’s Spirillum , on the other hand, exhibited a most extra¬ 
ordinary susceptibility to immersion in water, for in none of these 
waters could its presence be demonstrated after the first day. 

The results obtained with Koch’s Spirillum of Asiatic cholera wer£ 
particularly instructive, for when this was taken from a weak culture 
in gelatine, the spirilla were no longer demonstrable after the first 
day in the infected waters, but when the spirilla of the same cultiva¬ 
tion were revivified by cultivation in broth and then introduced into 
the aqueous media they were found to multiply abundantly in the 
sewage, whilst in the deep-well and filtered Thames water they 
underwent numerical reduction in the first instance, followed by 
slight multiplication, which was again succeeded by decline, and on 
the ninth day they were still demonstrable. A temperature of 35° 0. 
caused their more rapid destruction, as confirmed by the results of 
other investigators. 

In a later paper by one of usf the author finds that the cholera 
spirilla have remained alive for eleven months in the sterile sewage, 
and in further experiments with Bacillus anthracis , he found that in 
sterile distilled and in sterile filtered Thames water the organisms 
remained alive for upwards of sixty days, a considerable diminution 
taking place during the first days, after which the numbers remained 
practically constant. The initial diminution, he suggests, is due to 
the dying off of the bacilli, the spores alone surviving. In sterile 
London sewage Bacillus anthracis underwent considerable multiplica¬ 
tion. Experiments were also made with the Streptococcus of erysi¬ 
pelas (Fehleisen), which was apparently destroyed within one hour 
in distilled water, but lived from two to five days in sterile filtered 
Thames water, and two days in sterile London sewage. 

# These results are partly in accordance with, and partly contradictory of, 
Miquel’s observation that the action of numerous Schizomycetes in a water may 
render that w ater £< immune 19 to infection by other Schizomycetes, as quoted in 
the footnote to p. 203. 

f Percy F., Frank!and, ££ Recent Bacteriological Research in connection with 
Water Supply,” £ Journ. Soc. Chem. Industry,’ 1887. 
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Kraus contributed a valuable paper in 1887, # After pointing out 
that, important as are the results of Meade Bolton, and of Wolffhuge! 
and Riedel, to science, they have very little practical utility, because 
(1) they concern chiefly sterilised waters, which do not occur in the 
open, and (2) the temperatures employed were too high to be com¬ 
pared with what happens in daily life, this author proceeds to 
describe his results with ordinary drinking waters kept at about 
10*5° C. 

He found that the typhoid bacillus under these circumstances soon 
succumbs to the rapidly increasing “ water forms,” and that it was 
eliminated in seven days. 

Koch’s cholera spirillum could not hold its ground more than two 
days at this temperature, in contest with the rapidly dominating 
aquatic forms.f 

Even Bacillus anthracis disappeared from these waters in four 
days. 

Kraus concludes that much more must be put down to the direct 
effect of the competing bacteria in such cases, than to the quality of 
the water or the original number of forms contained in it. 

We may remark in this connexion that it bears out what is also 
deducible from the preceding results of Bolton and Wolffhugel and 
Riedel, J and further, that this view of Kraus is distinctly supported 
by our knowledge of the competing action of dominant forms, due to 
their successful seizure of oxygen, food materials, &c., on the one 
hand, and to the toxic actions of their metabolites on the other. § It 
is not improbable that sterilisation- by heat acts both by setting free 
food materials in the form of dead bacteria, as well as by destroying 
such toxic principles. 

Gartner11 found that typhus bacilli will • live for long periods in 

* “ TJeber das Yerhalten pathogener Bacterien im Trinkwasser ” (* Arch. f. Hyg./ 
vol. 7, 1887, p. 234). 

f These and similar results with mixtures of microbes must be received with 
great caution, as already pointed out, for it has been proved by Gruber (‘ Wiener 
Mediz. Woehenseh.,’ 1887, Nos. 7 and 8) that on placing the cholera spirilla in 
contact with ordinary putrefaction bacteria, the latter, in the first instance, gain an 
enormous numerical ascendency over the cholera spirilla; but if the struggle 
between the two be sufficiently protracted, the cholera spirilla can, at the close of 
the putrefaction process, be still found in the living state. 

% Bolton, however, made no experiments with unsterile water; and Wolffhiigel 
is far from convinced as to the destruction of typhoid bacilli by water bacteria, 
putting down their absence on the plate cultures rather to experimental difficulties of 
finding them. It is not impossible that the experimental difficulties account for these 
results of Kraus. 

§ See also note on p. 203 regarding Garre and MiqueFs results. 

|| “ Pathogene und Saprophytische Bakterien in ihrem Verbaltniss zum Wasser, 
insbesondere zum Trinkwasser ** (‘ Correspondenz-Blatter des allgem. Aerztl. Vereins 
von Thuringen,’ 1888, Nos. 2 and 3). 
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waters, but concluded that it does not multiply in them unless appre¬ 
ciable quantities of organic food materials are present: he found that 
•j-J-Q-th part of bouillon added to the water induced vigorous growth 
and multiplication. 

He concludes that cholera germs cannot multiply in ordinary 
waters, under ordinary conditions; but the temperature, the nature 
of the competing bacteria, and the vitality of the cholera germs them¬ 
selves affect the question. 

Among other factors which influence the life of microbes in water, 
carbon dioxide may be assumed to be of importance: most forms are 
influenced more or less adversely, whilst perhaps some are not sus¬ 
ceptible to its presence.* Light is of no consequence in this respect. 

Ferrari, in a paper dealing with the effect of various fluids employed 
in surgery on pathogenic organisms, observed that Staphylococcus 
pyogenes aureus rapidly multiplies in distilled water,f and this to 
such an extent that the effects were observable during several days, 
and the numbers were so large by the fifth day that they could no 
longer be estimated. 

At the same time, the preliminary diminution of numbers during 
the first hours or days in these cases (and in similar experiments 
of numerous other observers already referred to) suggests the 
suspicion that some of the increase at least must be attributed to the 

# Kolbe (‘ Journ. f. Praktische Chemie,’ N.F., 1882, vol. 26, and 1886, vol. 28) 
had already pointed out the antiseptic action of carbonic anhydride, in connexion 
with the preservation of beef, and Leone (loc. cit.) showed how the number of 
microbes in water underwent rapid diminution on saturating the latter with carbonic 
anhydride at ordinary pressures; although the complete destruction of germs cannot 
be relied on by this agency, it points, at any rate, to the greater safety of carbonated 
waters, more especially if they have been kept for some time in stock. Systematic ex¬ 
periments have also been made on the action of carbonic anhydride on specific micro¬ 
organisms, pathogenic and harmless, by C. Fraenkel (“ Einwirkung der Kohlensaure 
auf die Lebensthatigkeit der Mikro-organismen,” ‘ Zeitschr. f. Hyg.,’ vol. 5, 1889, 
p. 332), and by one of us (Percy E. Frankland, “ On the Influence of Carbonic An¬ 
hydride and other Gfases on the Development of Micro-organisms,” ‘Boy. Soc. Proc.,’ 
vol. 45, 1888, p. 292, ‘ Zeitschr. f. Hyg.,’ vol. 6, p. 13). These investigations show 
that by far the greater number of known bacteria, both pathogenic and otherwise, 
have their growth arrested by carbonic anhydride, although many of them subse¬ 
quently revive on exposure to air. The most important papers on the effect of this 
gas, in mineral waters, on bacteria are Hochstetter (“ Ueber Mikro-organismen ini 
kiinstlichen Selterwasser nebst einigen vergl. Unters. u. ihr Verhalten im Berl. 
Leitungswasser u. im dest. Wasser,” ‘Arb. a. d. Kais. Gresundheitsamte,’ vol. 2, 
1887, H. 1 and 2) ; Beinl (“ Die gebrauchlichsten kohlensaurehaltigen Luxus- und 
Mineral-Wasser vom bakteriol. Standpunkte,” ‘Wiener Med. Wochenschr.,’ 1888, 
Nos. 22 and 23) ; Fazio (‘ I Microbi delle Acque Minerali,’ Naples, 1888). 

f “Ueber das Yerhalten von Pathogenen Mikroorganismen in den subcutan 
einzuspritzenden Fliissigkeiten ” (‘ Centr. f. Bakt.,’ vol. 4, 1888, p. 744). It should 
be pointed out that in this respect his results are in direct antagonism to Meade 
Bolton’s with the same organism. 
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decomposition of those which die when first put into the water. 
Braem has shown pretty clearly that in some cases, at any rate,* 
distilled water kills anthrax and cholera bacilli, as well as Staphylo¬ 
coccus pyogenes aureus , though not always rapidly. Thus cholera 
lived for 24 hours, anthrax from 8 to 12 days, while the Staphylo¬ 
coccus required 25 to 50 days for its elimination. 

Braem says that the typhoid bacilli were still active after 60 days 
in distilled water, and were not eliminated till 188 days had 
passed. 

In the present state of our knowledge such results can most reason¬ 
ably be explained on one of the three following assumptions —- 
(1) Either the distilled water was not pure ( i.e ., it was contaminated 
in the still, or more probably by food materials carried in during in¬ 
fection) ; or (2) the products of decomposition of the dead and dying 
bacteria during the sojourn in the water, afforded food materials 
for the rest. Most probably both sources of error occur in 
those cases where the increase is very marked and prolonged: of 
course the products of decomposition of previously living bacteria 
would only account for a smaller number than the original, i.e., the 
usual case. Whilst (3) the possibility may be suggested, that the 
progeny formed in the distilled water is of a degraded order, in which 
the individuals have a smaller dry body weight than the original 
forms introduced. 

Uffelmann,f experimenting with the waters of Rostock, finds that 
typhoid bacilli, at ordinary temperatures, can hold their own for from 
several days to two weeks; and that Bacillus anthracis remained alive 
for three months. Although cholera germs are much less resistant, 
yet they, also, may be carried in such waters as are used for domestic 
purposes. 

KarlinskiJ investigated the bacteria of five Innsbruck waters, and 
then determined their normal behaviour at 8° C.: in all, the numbers 
of Schizomycetes increased when the water was allowed to stand at 
this temperature. He then infected these waters with the bacilli of 
typhoid, cholera, and anthrax, and kept them also at 8° C., and found 
that these all diminished rapidly in numbers in the struggle with 
the increasing and eventually dominant water forms. Cholera could 
not maintain itself for three days, typhoid not beyond six days, and 
anthrax three days at the given temperature. It will be noticed that 
this is a valuable confirmation of Kraus’s results at 10*5° C. 

# “ Recherches sur les Phenomenes de Degenerescence des Bacteries Pathogenes 
dans l’Eau Destillee” (Ziegler’s ‘ Beitr. zur Pathol. Anat.,’ vol. 7, H. 1). 

f “Trinkwasser und Inf eetions-krankheiten ” (‘Wiener Medicinische Presse,’ 
1888, No. 37). 

X “ Ueber das Yerhalten einiger pathogener Bakterien im Trinkwasser ” (‘ Arch, 
f. Hyg.,’ vol. 9, 1889, p. 113). 
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In a second paper,* Karlinski goes more deeply into the questipn 
of the maintenance of the typhoid bacillus in a natural water, work¬ 
ing in the open in order to avoid the errors due to confined samples 
in the laboratory. The temperature, chemical constitution, and 
bacterial contents of the water were examined, and the well was then 
infected with a bouillon culture of typhoid germs. 

Daily examination of the contents, continually stirred to prevent 
precipitation, showed a rapid increase of the normal water bacteria, 
and a corresponding decrease of the typhoid bacilli, till none of the 
latter remained after fourteen days. 

The chemical constitution of the water, examined daily, also re¬ 
stored itself during the fourteen days through which the infection 
lasted. Other experiments confirmed these results. 

§ IV. Summary and Conclusions. 

If we now try to put together the results of the various investiga¬ 
tions referred to, it is evident that the inquiry into the vitality of 
micro-organisms in ordinary waters is by no means to be carried out 
merely by putting such germs into a given water, leaving them there 
for a time, and simply determining their relative increase or decrease 
during a given period. 

The first fact to be firmly grasped is that water, as met with in 
actual life, is a very variable medium indeed; and that even when it 
is admitted that such rough distinctions as are implied by the names 
river water, spring and well water, distilled water, soft and hard 
water, and so on, classify the subject but imperfectly, the matter 
is by no means ended. Hot only are no two river waters alike in 
constitution, but probably no two samples of distilled water are abso¬ 
lutely so when the original water has been taken from different 
sources in the first instance. 

The second great fact to be clearly apprehended is that a Schizo- 
mycete is not only a very minute organism, but that it requires 
correspondingly minute traces of food materials for its nutrition : 
consequently there is less cause for surprise than is sometimes ex¬ 
pressed at the existence of such large numbers of these micro¬ 
organisms in a natural water which has passed over the soil in con¬ 
tact with the atmosphere, and attained an ordinary temperature. 

A less obvious truth—but one that must be insisted upon—is that 
a Schizomycete is an extremely delicate organism, simply because it 
is a living being, and therefore its reactions to a medium such as an 
ordinary water are far more delicate and complex than those of the 
usual chemical reagents : furthermore, and this is one of the most 

# “Ueber das Verhalten des Typhus-bacillus im Brunnenwasser ” (‘Arch. f. 
Hyg.,’ vol. 9, 1889, p. 432). 
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important points of all, the living Schizomycete is a variable factor in 
itself, becanse it lias a variable organisation. 5 * When, therefore, we 
place bacteria in water, we must not expect the resulting reactions to 
be constant. 

The matter is obviously rendered still more complex when we turn 
a given species of Schizomycete into a water already peopled with 
aquatic (and, therefore, presumably well adapted) forms of different 
species ; for the whole teaching of biology shows that the competing 
organisms cannot exist side by side without affecting the welfare of 
each. 

If we assume the simplest case, for the sake of argument, we have 
to remember at least the following :— 

(1.) The water itself affects the living speck of protoplasm we 
place in it, not only mechanically, but more especially physically 
and chemically.f 

(2.) The gases dissolved in the water exert pronounced effects, as 
is known from the relations of oxygen and carbon dioxide to plant 
life in general, and from the effects of these and various other gases 
on bacteria in particular. 

(3.) Any dissolved or suspended substances in the water must 
exert definite actions on the living organism. This applies not only 
to the minerals and organic substances in solution which are directly 
useful as food materials, but also to products of metabolism or of 
other chemical changes which are injurious to the life of the proto¬ 
plasm of the microbe. Moreover, it applies to suspended particles 
which exert surface attractions towards the suspended micro-organ¬ 
isms, J or which affect the water in any way. 

(4.) The temperature of the water is, as has been seen, of the 
utmost importance for the life or otherwise of any given species ; and 
it requires but a moment’s consideration to see that this factor exerts 
an important influence on all the preceding. 

(5.) Although we are still very ignorant of the relations of light 
to this subject, it is at any rate clear that in some cases at least 
certain rays of light may complicate matters when they fall in suffi- 

* Proofs of this will suggest themselves to every biologist. We need simply 
refer to Roux’s experiments with anthrax (‘ Ann. de l’lnst. Pasteur/ 1887, 
p. 392), and to those of Wolffhugel and Kiedel (‘ Arb. a. d. Kais. Gresundheitsamte/ 
1886, p, 455) with cholera. 

f As regards this we may call attention to the plasmolysis experiments of I)e 
Vries, Pfeifer, Fischer, and Wladimiroif already referred to on p. 198. 

$ There is a large literature on this subject (and the allied one of filtration). 
See Percy F. Frankland (“ The Removal of Micro-organisms from Water,” ‘ Roj. 
Soc. Proc./ 1885, pp. 379—393), and Kruger (“ Physikalische Einw. v. Sinkstoffen 
auf die im Wasser befindl. M’organismen,” ‘ Zeit. f. Hyg./ vol. 7, 1889, pp. 86—- 
114) ; also Duclaux (“ Le Filtrage des Eaux,” ‘Ann. de l’lnst. Past./ 1890, pp. 41— 
46), where other references are given. 
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cient quantity on water containing bacteria in suspension, and organic 
substances in solution, but it is not probable that this forms an impor¬ 
tant factor in the case of natural waters which cannot be subjected 
in their entirety to direct insolation. 

(6.) The evidence is still less conclusive as regards mechanical 
disturbances in the water, so far as they directly affect the living cells 
of the micro-organisms, but it is at least highly probable that every 
wind-raised wave, every tumble over a fall or weir, and every pause in 
a backwater or lake, must affect the matter, if only in so far as it 
alters the gaseous contents of the water, or the relative distances 
between the individual micro-organisms. 

Enough has been said to show that the bacteriologist who attacks 
the question before us must at least bear these facts in mind.* 

Now, as to the questions of distilled as opposed to non-distilled 
water, and of sterilised as opposed to non-sterile waters. 

It will be conceded forthwith that distilled, and we will assume 
pure, water offers little scope for practical enquiry. Such water is 
unknown in nature, except momentarily or in inaccessible forms, and 
the only lessons to be expected from its action on bacteria are of 
purely scientific and philosophical interest; distilled water, therefore, 
should be used in check experiments, and the results compared with 
those obtained with other waters, not forgetting that “ distilled 
water ” is not a constant medium. 

As to experiments with sterilised water, the matter is very different, 
for most observers are unanimous as to the longer vitality of patho¬ 
genic forms in sterilised water than in the same w^ater before sterilisa¬ 
tion ; the experiments in sterilised water may thus furnish us with the 
ultimate limits of vitality, and will, therefore, act as valuable guides. 

It must, however, be remembered that there are two ways of sterilis¬ 
ing a water,t (1) by heat and (2) by filtration. In both cases the con¬ 
stitution of the water may be altered. Where heat is employed the 
gases are driven off, in whole or in part; soluble products may be 
rendered insoluble, e.g ., carbonates precipitated; the proteids, &c., of 
the killed micro-organisms are placed more or less at the disposal 
of the living ones which follow ; and the solution (which a natural 
water really is) becomes more concentrated.ij; Moreover, many meta- 

* We have not thought it necessary to discuss the question as to the action of 
electricity on bacteria: the results hitherto are negative, excepting in so far as 
electrical currents alter the chemical constitution of the medium. For literature 
and criticism see Duclaux (“ Action de l’Electricite sur les Microbes,” ‘ Ann. de 
Tlnst. Past./ vol. 4, 1890, pp. 677—680). 

f It is obviously unnecessary to discuss sterilisation by means of antiseptic and 
poisonous substances, although this is, of course, of great importance in connexion 
with the treatment of sewage, &c. 

t Though, of course, there is not necessarily diminution in volume in the process 
of sterilisation. 
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bglites of the nature of ptomaines and the like must be altered or 
destroyed. 

Filtration, through porous films of porcelain, certainly acts less 
violently on the water; but it must by no means be concluded that 
either the chemical constitution or the physical character of such 
filtered water is absolutely unaltered. In the case of ordinary filtra¬ 
tion one series of changes alone, viz., the alteration of the propor¬ 
tions of the gaseous contents owing to the difference of pressure on 
the two sides of the filtering film, will illustrate this.* 

On the whole, however, we may conclude that in cases where it is 
necessary to eliminate the living bacteria of a natural water, the 
process of filtration through porous porcelain is a better method than 
that of sterilisation by heat. 

There can be little doubt that some of the discrepancies between 
the results of the various observers, referred to on pp. 204—214, are 
chiefly due to the sources of difference here indicated. 

It may be concluded, with some show of certainty : (1) That the 
numerical results obtained by the gelatine-plate method, are, on the 
average, too low. 

(2.) That several workers employed temperatures too high for 
comparison with what occurs in natural waters in this country. 

(3.) That many of the results are vitiated by small quantities of 
very concentrated food materials having been introduced into the 
waters with the pathogenic germs employed for infection. 

(4.) That the conclusions drawn from experiments with distilled 
water must be received with great caution, and are of little practical 
value. On the whole we may regard “ pure ” water as a worse 
medium for the life of pathogenic bacteria,! in spifce of apparently 
contradictory results in the hands of some of the investigators. 

(5.) That the conclusions drawn from cultures in sterile waters 
must also be received with due regard to all the facts, and especially 
those where the water was sterilised by heat. 

On the other hand, the enormously greater experimental difficulties 
attending the investigations in which unsterilised waters are used 
necessitate that the results should also be very carefully scrutinised, 
and should not be finally accepted until confirmed by numerous 
investigators attacking the question from different points of view, and 
using different methods of research. 

(6.) That it is not safe to regard mineral waters as necessarily 

* For the effect of filtration through porous porcelain on the chemical composi¬ 
tion of water, see Percy F. Frankland (“ The Removal of Micro-organisms from 
Water,” ‘Roy. Soc. Proc./ 1885). 

t It may be remarked that the pathogenic bacteria, from the nature of the case, 
are less adapted for life in media poor in organic materials than are the sapro¬ 
phytic forms, and especially those known as “ aquatic.” 

Q 2 
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free from pathogenic germs capable of living, any more than it is to 
suppose that water in the form of ice, snow, hail, or rain is incapable 
of conveying infection during times of epidemics ; and that, in point 
of fact, any water whatever may convey living pathogenic germs from 
one place to another. 

(7.) That the periods through which pathogenic bacteria can live 
in water vary according to a long series of circumstances, depending 
especially on the nature and vigour of the germs, whether they form 
spores or not, the chemical and bacteriological nature of the contents 
of the water, the mode of contamination, and the temperature. 

(8.) That in all ordinary waters the rule is that the pathogenic 
forms die out sooner or later, with or without previous temporary 
multiplication ; very commonly this final result is reached in three 
stages : (a) a preliminary diminution, due to the death of large 
numbers occasioned by the shocks induced by their altered environ¬ 
ment ; ( b ) a longer or shorter period of more or less active growth 
and multiplication; and (c) gradual diminution in numbers and 
vigour, as the available food materials become exhausted. 

(9.) As regards specific forms of pathogenic bacteria, existing 
information extends chiefly to the following :— # 

Spirillum cholerce asiaticce has been shown to live, and even multiply, 
in drinking waters, though the results as to time are very conflicting; 
whereas some found it dead after a couple of days, others state that 
it lives a yearf in such waters. It is impossible to reconcile all the 
statements; the only points of general agreement seem to be that 
cholera can be conveyed by water, and that it is, as a rule, not very 
resistant towards the competing forms. 

Bacillus typhosus .—This seems to be much more resistant than the 
cholera spirillum in most cases. Meade Bolton pointed out that it 
needs far less organic material than cholera for its successful propa¬ 
gation in water. The results of several observers point to its being 
able to retain its powers for at least three months in drinking or 
river waters; but it seems to be eliminated more rapidly at higher 
temperatures (above 18—20° 0.) than at moderately low (8—12° C.) 
ones. It may certainly be regarded as more able to hold its own 
against the resident forms in bad waters than is the cholera spirillum, 
and some results even sug*gest that the presence of other forms 
favours it (Hueppe, Hochstetter). Karlinski’s andHolz’s researches, 
however, are decidedly opposed to this.J 

* See Appendix C for tabulated results. 

f Wolffliiigel and Riedel found the cholera bacillus alive in some cases after from 
seven months to a year. Hochstetter gives 267—392 days. Pfeiffer has similar 
results. 

X See especially cc Unters. liber das Verhalten der Typhus-bacillen in typhosen 
Bejektionen ” ( f Cent. f. Bakt.,’ 1889, vol. 6, p. 65, and especially p. 75), and Max 
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Bacillus a.nthracis. —The vegetative rodlets of this form are inva¬ 
riably found to be less able to hold their own than the spores, a 
result quite intelligible from what is known of this well-studied 
Schizomycete. All agree as to the general fact that the spores of 
anthrax may live in sterile water for months without injury, provided 
the temperature is not too high. 

The Streptococcus of erysipelas appears to be remarkably susceptible 
to immersion in water; it was found to be almost immediately 
destroyed in distilled water, and survived only five days in sterile 
sewage and drinking water. 

Micrococcus tetragenus, according to Straus and Dubarry, can main¬ 
tain itself for 18—30 days in various waters, whilst Meade Bolton 
gives it a much shorter lease of life. 

Bacillus tuberculosis lived for more than 115 days in distilled water, 
and 95 in river water, according to Straus and Dubarry. Cornil^ 
kept it alive in Seine water for 70 days. 

Staphylococcus pyogenes aureus is said to live for more than 19 days 
in river water (Straus and Dubarry). 

The same observers give more than 50 days for the bacillus of 
glanders, 30 days for the micrococcus of fowl-cholera, 17 days for the 
bacillus of swine-plague, and 20 days for that of mouse-septicsemia. 
Ferrari! found this form alive for several weeks in distilled water. 


Appendix A. 

The Literature which concerns the several Questions treated of in this 

Report. 

We have added a short note on the scope and importance of some 
of the works, so far as it appears useful to do so; at the same time, it 
should be borne in mind that the relative value of any particular 
paper may depend on many circumstances incidental to the particular 
purpose the reader has in view, and our opinion is only intended to 
express what we regard as the chief feature of the work from the 
points of view in this Report. 


Holz, “ Exp. Unters. uber den ISTachweis der Typhus-bacillen ” ( c Zeitsch. f. Hyg.,’ 
vol. 8, 1890, p. 143). 

* Quoted by Woodhead, ‘Bacteria and their Products,’ p. 211. 

“ Ueber das Yerhalten von pathogen. Mikroorg., &c.” (‘ Centralbl. f. Bakt.,’ 1888, 
vol. 4, p. 744). 
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L Literature dealing more especially with Bacteriology in general . 
General Treatises. 

Baumgarten. Lehrbucli der pathologischen Mykologie. Bruns¬ 
wick, 1886-90. 

A treatise on the relations of micro-organisms to disease. 

Cornil and Babes. Les Bacteries. Paris, 1890. 

Pathological. 

Crookshank. Manual of Bacteriology. 3rd ed. London. 

Chiefly pathological. 

De Bary. Comp. Morph, and Biology of Fungi, &c. Oxford, 
1887. 

Botanical. 

- Lectures on Bacteria. 2nd ed. Oxford, 1887. 

Botanical. An excellent popular resume of the subject. 

Eisenberg. Bakteriologische Diagnostik. Leipzig, 1891. 

A technical treatise designed to facilitate the recognition of the forms 
observed. 

Fliigge. Die Mikroorganismen. Leipzig’, 1886. Engl. ed. 
London, 1890. 

A concise, yet comprehensive, standard treatise for the recognition of 
forms, especially pathological. 

Fraenkel. Text Book of Bacteriology. (Tr. Lindsley.) New 
York. Wood and Co. 

An excellent general treatise in small compass. 

Hueppe. Die Methoden der Bakterien-Forschung. Ed. 1892. 

A generally-acknowledged authority on methods. 

Mace. Traite pratique de Bacteriologie. 1892. 

A useful treatise. 

Miquel. Manuel pratique d’Analyse Bact. des Eaux. Gauthier- 
Villars. Paris, 1891. 

A work mainly advocating the dilution method of culture, and full of 
excellent hints. 

Saccardo. Sylloge Fungorum. Vol. 8. 1889. 

The standard work on the systematic classification. 

Marshall Ward. The article “ Schizomycetes ” in Encyclopsedia 
Britannica. 9th ed. 

A summary of the morphology and physiology of forms, and of the 
general aspects of bacteriology. 

Woodhead. Bacteria and their Products. London, 1891. 

Resume. 

Zopf. Die Spaltpilze. 3rd ed. Breslau, 1885. 

The best text-book from the point of view of polymorphy. 
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For Bacteriological Methods see also :— 

Bolkin. Isolirung anaerober Bakterien. Chem. Centr. 1891. 
Yol. 1. No. 4. 

Technical. 

Brefeld. Methoden zur Unters. der Pilze. Abh. der Phys. 
Med. Gesell. in Wiirzbnrg. 1874. 

--- Landwirthsch. Jahrb. Yol. 4. H. 1. 

-- Unters. iiber Schimmelpilze. H. 4. 1881. 

Purely technical. 

Esmarch. Ueber eine Modification des Koch’schen Platten- 
verfahrens. Zeitsch. f. Hygiene. Yol. 1. P. 298. 

Important addition to bacteriological methods. 

Koch. Method of Gelatine Plate Culture. Quart. Journ. Micr. 
Sci. October, 1881. 

Resume. 

- Zur Untersuchung von pathogenen Organismen. Mitth. 

aus d. K. Gesundheitsamte. Yol. 1. Berlin, 1881. 
Pp. 1-48. 

The classical paper on the subject of cultures on solid media. 

- Berl. Klin. Wochenschr. 1882. No. 15. 

Resume. 

Petri. Kleine Modification des Koch’schen Plattenverfahrens. 
Centralb. f. Bakt. Yol. 1. P. 279. 

A note. 

Sell. Ueber Wasseranalyse unter besonderer Beriicksichtigung 
derimKais. Gesundh’amte iiblichen Methoden. Mitth. K. 
Ges’amte, Berlin. Yol. 1. 1881. Pp. 360-77. 

Technical. 


2. Literature dealing specially with the Bacteria of Water. 

Adametz (L.) Die Bakterien der Trink- und Nutzwasser. 
Mittheil. d. Osterr. Yersuchsstat. f. Brauerei u. Malzerei 
Wien. H. 1. 1888. 

Technical. 

—— Unters. ii. Bacillus lactis viscosus , &c. Berl. Landwirths. 
Jahrb. 1891. Centralb. f. Bakt. Yol. 9. P. 698. 

Special. 

Ali-Cohen. Eigenbewegung bei Mikrokokken. Centralb. f. 
Bakt., &c. Yol. 6. 1889. P. 34. 

Deals particularly with the question of cilia. 
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Aradas. Esame batterioscopico delP Acqua della Beitana, Ac. 
Atti Accad. Gioenia, Catania. Ser. III. Yol. 20. 
Pp. 1-11. 

Technical. 

Billet. Contrib. a PEtude de la Morph, et du Developpement des 
Bacteriacees. Paris, 1890. 

Contains full literature and numerous morphological facts; records the 
discovery of endospores in Cladoihrix. 

Bokorny. Ueber den Bakteriengehalt der offentlichen Brunnen 
in Kaiserslautern. Arch. f. Hyg. Yol. 8. 1888. 

Pp. 105-110. 

Technical. 

Boutroux. Bevue des Travaux sur les Bacteries, &c. Bey. 
Generale de Bot. 1890. Yol. 2. 

Resume. 

Brodtler. Sur la Biologie des Germes viyants dans PEau. 
Berlin, 1888. 

General. 

Bujwid. Wyrniki bakt. badan wody Warszaw, Ac. Zorowie, 
1889. Centralb. f. Bakt. 1890. Yol. 8. P. 395. 

Claessen. Ueber einen Indigo-blauen Earbstoif erzeugenden 
Bacillus aus Wasser. Centralb. f. Bakt. Yol. 7. 1890. 

Pp. 13-17. 

Special. 

Cramer. Die Wasseryersorgung von Zurich. 1884 and 1885. 
An important contribution. 

Despeignes. Etude experimentale sur les Microbes des Eaux, 
Ac. Paris, 1891. Centralb. f. Bakt. Yol. 10. P. 563. 
Special. 

Duclaux. Les Microbes des Eaux. Ann. Inst. Past. Yol. 3. 
1889. Pp. 559-569. 

An excellent critical review of the whole subject. 

Emmerich. Das Brunnenwasser von Lissabon. Arch. f. Hyg, 
Yol. 1. 1883. Pp. 389-396. 

Technical. 

Erismann. Handbuch d. Hygiene. Yol. 2. Abth. 2. P. 214. 
The book is a general one. We quote a reference to water bacteria. 

Eol A Dunant. Arch, des Sci. phys. et nat., Geneve. 1884, 
1885. 

An important paper. 

Erankel (C.) Untersuehungen iiber Brunnendesinfection und 
den Keimgehalt des Grundwassers. Zeitschr. f. Hyg. 
Yol. 6. 1889. Pp. 23-61. 

A valuable contribution to the subject of the contamination of well- 
waters. 
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Frankel. Grundwasser mid Bakterien. Deutsch. Med. Zeits. 
1889. No. 17. Centralb. f. Bakt. Yol. 5. P. 640. 

'Resume. 

Frankland (Grace and P. F.) Ueber einige typische Mikro- 
organismen im Wasser nnd im Boden. Zeitschr. f. Hyg. 
Yol. 6. 1889. Pp. 373-400. 

Beals with and figures several forms in detail. 

Frankland (P. F.) Micro-organisms in London Water Supply; 
Monthly Reports of Official Water Examiner to Local 
Government Board, 1885-88. 

Statistical account of numbers revealed by gelatine cultivation. 

-- The Hygienic Yalue of the Bacteriological Examination 

of Water. Internat. Gongr. of Hygiene and Demogr. 
1891. 

Gartner. Unters. des Wassers. P. 581. 

Gunning. Beitr. z. hygienischen Unters. des Wassers. Arch. f. 
Hyg. Yol. 1. 1883. Pp. 335-351. 

Technical. 

Hansen. Methode zur Analyse des Brauwassers in Riicksicht 
auf Mikro-organismen. Zeit. f. d. Ges. Brauwesen. 1888. 
No. 1. Centralb, f. Bakt. Yol. 3. P. 377. 

Beals especially with brewing waters. 

Hansgirg. Ueber die Bakteriaceen-Gattung Phragmidothrix, 
Ac. Bot. Zeit. 1891. Col. 313-315. 

Morphological. 

Haudring. Bakteriologische Untersuchungen einiger Ge~ 
brauchswasser Dorpats. Dorpat, 1888. Centralb. f. Bakt. 
Yol. 5. P. 485. 

Technical. 

Heinz. Bakteriolozka analiza Zagrebackih pitka voda. Soc. 
Hist. Nat. Croatica. Yol. 3. 1888. Pp. 286-324. 

Centralb. f. Bakt. Yol. 5. P. 641. 

Hueppe. Journ. f. Gasbeleucht. u. Wasserversorg. 1887-88. 

One of the most valuable critical papers on the subject. 

Jolles. Gutachten fiber ein behufs chem. und bakt. Unters., 
&c., Wasser. Zeitschr. f. Nahrungsmittel-Unters. u. Hyg. 
January, 1890. Centralb. f. Bakt. Yol. 8. P. 398. 

Koch. Die Bekampfung der Infectionskrankheiten. Rede zur 
Stiftungsfeier der Militararztlichen Bildungsanstalten. 

1888. P. 25. 


An important paper. 
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Kupidonoff. Bakteriol. Wasser-Unters. d. Kabansees, &c. 
Kasan, 1890. Footnote in Centralb. f. Bakt. Yol. 10. 
P. 567. 

Technical. 

Lagerheim. Zur Kenntniss d. Moschnspilzes. Centralb. f. 
Bakt. Yol. 9. 1891. P. 653. 

Leone. Becherches snr les Miero-organismes de l’Ean Potable. 
Atti d. B. Accad. Lineei, Borne. Serie IY. Yol. 1. 
Technical. 

Lnstig. Ein rotker Bacillus im Flusswasser. Centralb. f. 
Bakt. Yol. 8. P. 33. 1890. 

Deals with the question of action of light. 

- Diagnostica dei Batteri delle Acque, &c. Torino, 1890. 

Centralb. f. Bakt. Yol. 8. P.594. 

Handbook for determining the forms. 

Mace. Sur quelques Bacteries des Eaux de Boisson. Ann. 
d’Hygiene Publique et de Med. Legale. Yol. 17. 1887. 

Bo. 4. Centralb. f. Bakt. Yol. 3. P. 143. 

Technical. 

- Sur les Caracteres des Cultures du Cladothrix dichotoma 

(Cohn). Comptes Bendas. Yol. 106. 1888. P. 1622. 

Centralb. f. Bakt. Yol. 4. P. 199. 

Morphological. 

Maggi. Eaux Potables considerees comme Boisson de 1’Homme 
et des Animaux. Milan, 1884.. 

Heneral. 

Malapert-Beufville. Examen Bacteriologique des Eaux Batu- 
relles. Annales d’Hygiene Publique et de Med. Legale. 
Yol. 17. Pp. 193-247. Centralb. f. Bakt. Yol. 3. 
P. 7. 

An important paper. 

Malyoz. Quelques Besultats d’Analyses Microbiolog. d’Eaux de 
Liege. Ann. de la Soc. Med.-Ckir. de Liege. 1890. 
Bos. 8 and 9. Centralb. f. Bakt. Yol. 10. P. 197. 

Technical. 

Maschek. Bacteriologische Untersuchungen der Leitmeritzer 
Trinkwasser. Jahresber. d. Ober-Bealschule zu Leitmeritz 
(Bohmen), 1887. 4to. 1887. Centralb. f. Bakt. Yol. 3. 
P. 275. 

Technical. 

E. Meyer. Bacteriological Water-Tests, 1886. 

Michael. Typhus-bacillen im Trinkwasser. Fortschritte d. 

Medicin. 1886. Yol. 4. P. 353. 
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Migula. Die Artzahl der Bakt. bei der Beurth. des Trinkwassers. 
Centralb. f. Bakt. Yol. 8. 1890. Pp. 353-361. 

An excellent contribution, full of suggestions as to conclusions to be 
drawn from bacteriological examination of waters. 

Miquel. Annuaires de l’Observatoire de Montsouris. 1879 and 
following years. 

Technical. 

Mors. Die Brunnen der Stadt Miilheim, &c. Erganzungs-Hefte 
z. Centralb. fur allg. Gesundheitspflege. 1886. Yol. 2. 
P. 144. 

Neilson. Bacterien in dem Kopenhagener Leitungswasser. 
Cbem. Centr. 1881. Yol. 2. No. 10. 

Technical. 

Pasteur & Joubert. Comptes Rendus. 1878. 

Petresco. Ueber das Trinkwasser in Bucharest. Int. Kongress 
fur Hyg. in Paris, Aug., 1889. Centralb. f. Bakt. 
1890. P. 618. 

Petruschky. Bakterio-chemische Unters. Centralb. f. Bakt. 
Yol. 7. 1890. Pp. 1 and 49. 

Pfeiffer. Bacterien u. Grundwasser. Arch. f. Hyg. Yol. 4. 
1886. Pp. 241-245. 

Plagge and Proskauer. Zeitschr. f. Hyg. Yol. 2. P. 463. 
Important. 

Proskauer. Ueber die Beschaffenh. des Berl. Leitungswassers 
yom April, 1886, bis Marz, 1889. Zeitschr. f. Hyg. 
Yol. 9. 1890. Pp. 103-147. 

Important. 

Pokrowsky. Mikroorganismen aus dem Wasser des Kura 
flusses, &c. (Russian.) Centralb. f. Bakt. Yol. 10, 
P. 566. 

Reinsch. Zur bakteriologischen Untersuchung des Trinkwassers. 
Centralb. f. Bakt. Yol. 10. Oct., 1891. P. 415. 

Rietsch. Recherches Bacteriologiques sur les Eaux d’Aliment, 
de laYille de Marseille, 1890. Centralb. f. Bakt. Yol. 8. 
1890. P. 396. 

Rosenberg. Ueber die Bakterien des Mainwassers. Arch., f. 
Hyg. Yol. 5. 1886. Pp. 446-482. 

Technical. 

Roux (G.) Analyse Microbiologique de TEau. Paris, 1892. 

A very useful little work. 

Rubner. Beitr. z. Lehre von den Wasserbakterien. Arch. f. 
Hyg. Yol. 11. 1890. Pp. 365-395. 
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Salazar & Newman. Examen de las Aguas Potables. London. 
1890. 

Sanderson. Thirteenth Report, &c., Privy Council. 1872. 

One of the earliest attempts to deal with the question. 

Smith, Allen. A new Chromogenic Bacillus ( B . cceruleus ). 
Medical News. 1887. Vol. 2. P. 758. Centralb. f. 
Bakt. Yol. 3. P. 401. 

Smith, Theo. Quantitative Variations in the Germ Life of 
Potomac Water during the Year 1886. Medical News, 
April, 1887, and Amer. Monthly Microsc. Journal, July, 

1887. Centralb. f. Bakt. Yol. 3. P. 276. 

Smith, W. R. Difference and Identity of Micro-organisms 
inhabiting Soft Moorland Waters, &c. 18th Ann. Report 
to Local Gov. Board. 11888-89. P. 453. Also 17th 
Report. 1887-88. P. 268. 

Soyka. Deutsch Vierteljahrschr. f. offentl. Gesundlieitspflege. 

1888. P. 638. 

Tils. Bakt. Unters. der Freiburger Leitungs-Wasser. Zeitschr. 
f. Hyg. Yol. 9. 1890. Pp. 282-322. 

Isolates and recognises several forms—some new. 

Toni, de. Ueber Leptothrix dubia , &c. Bot. Zeit. 1891. 
Pp. 407-409. 

Note. 

Yestea, di, & Tursini. Rech. sur les Eaux de Naples, 1885. 

Virchow. Gesammelte Abhandlungen aus dem Gebiete der 
offentlichen Medicin und der Seuchenlehre. Yol. 2. 
P. 278. 

Yries. Die Pflanzen u. Thiere in den dunklen Raumen der 
Rotterdam. Wasserleitung. Ber. ii die biol. Unters. der 
Crenothrixkomm. zu Rotterdam vom J. 1887. Jena, 1890. 
Centralb. f. Bakt. Yol. 8. P. 493. 

Technical. 

Weibel. Untersuchungen fiber Yibrionen. Centralb. f. Bakt. 
Yol. 4. 1888. Pp. 225 et seq. 

Weichselbaum. Bakteriol. Unters. des Wassers der Wiener 
Hochquellenleitung. Das Oesterr. Sanitatswesen. 1889. 
Nos. 14-23. Centralb. f. Bakt. Yol. 7. P. 28. 

Wolffhugel. Untersuchungen des K. Gesundheitsamtes ii. d. 
Beschaffenheit d. Berliner Leitungswassers. (1884-85.) 
Arb. Kais. Gesundheitsamte. Yol. 7. 1886. Pp. 1-23. 

Important. 
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Wolff.hiigel. Erfahrungen iiber den Keimgehalt brauchbarer 
Trink- nnd Hutzwasser. Arb. Kais. Gesundheitsamte. 
Yol. 7. 1886. Pp. 546-566. 

A very valuable contribution to the subject. 

Zimmermann. Die Bakterien nnserer Trink- n. Kutz-wasser 
insbes. des W. der Cbemnitz. Wasserleitung. 11. Ber. 
der naturwiss. Gesellsch. zn Chemnitz. 1890. Centralb. 
f. Bakt. Yol. 8. P. 177. 

Several new species recorded. 

Experimental Investigations by the State Board of Health of 
Massachusetts. 1888-90. Parts I and II. 


Ice, Snow, Hail, &c. 

Bordoni-Uffreduzzi. Die biologische TJntersuchung des Eises 
in seiner Beziehung zur offentlichen Gesundheitspflege. 
Centralb. f. Bakt. Yol. 2. P. 489. 

Bujwid. Die Bakterien in Hagel-Kornern. Centralb. f. Bakt. 
Yol. 8. 1888. P. 1. 

Eoutin. Bakteriol. Unters. von Hagel. Wratsch, 1889. Hos. 
49 and 50. (Russian.) Centralb. f. Bakt. Yol. 7. 1890. 
Pp. 372-374. 

Frankel. On the number of Microbes in Ice. Zeitschr, f. Hyg. 
Yol. 1. 1886. Pp. 302—314. Review in Ann. Inst. 

Pasteur. Yol. 1. P. 136. 

Heyroth. Ueber den Reinlichkeitszust-and des natiirlichen und 
kiinstlichen Eises. Arb. K. Gesundheitsamte. Yol. 4. 
1888. Pp. 1-7. 

Janowski. Ueber den Bakteriengehalt des Schnees. Centralb. 
f. Bakt. Yol. 4. P. 547. 

Kowalski. Ueber Bakteriol. Wasseruntersuchungen. Wiener 
Klin. Wochenschr. 1888. Kos. 10-16. Centralb. f. Bakt. 
Yol. 4. P. 467. 

Miquel. Annuaire de l’Obs. de Montsouris. 1888. P. 547. 

Prudden. Ann. Inst. Past. Yol. 1. P. 409. Hew York Med. 
Record. 1887. 

Schmelck. Steigerung des Bakteriengehalts im Wasser wahrend 
des Schneeschmelzens. Centralb. f. Bakt. Yol. 4. 

P. 195. 

Important, bearing on questions of contamination. 

—— Eine Gletseherbakterie. Centralb. f. Bakt. Yol. 4. 

P. 544. 
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Schmelck. Bakt. Unters. des Trinkwassers in Christiania. 
Centralb. f. Bakt. Vol. 8. 1890. P. 102. 


Marine Forms. 

Beyerinck. Le Pkotobacterium Luminosum, Bact. Lnmineuse de 
la Mer dn Nord, &c. Arch. Neerl. Vol. 23. Pp. 401-427. 
Centralb. f. Bakt. Vol. 7. P. 338. 

The authority on luminous or phosphorescent bacteria. 

Guignard. Sur nne nonv. Bact. Marine, le Streblothrix Bornetii. 
Compt. Bend. Soc. de Biol. 1890. No. 9. Centralb. f. 
Bakt. Vol. 8. P. 465. 

Katz. Zur Kenntn. der Lenchtbakterien. Centralb. f. Bakt. 
1891. Vol. 9. Pp. 157—343. 

Bussell. Unters. iiber im Golf yon Neapel lebende Bacterien. 
Zeitschr. f. Hyg. Vol. 11. 1891. Pp. 165-206. 

Interesting records of deep-sea forms. 

Sanfelice. Bicerche batteriol. delle Acque d. Mare, &c. Estra. 
dal Boll. d. Soc. di. Nat. in Napoli, 1889. Centralb. f. 
Bakt. Vol. 7. P. 27. 


Bacteria of Sulphurous, Ferruginous, and Special Waters. 

Fazio (E.) I Microbi delle Acque Minerali. Naples, 1888. 

Hochstetter. Sur les Eaux Artificielles de Seitz. Arb. Kaiserl. 
Gesundheitsamt, 1887. 

Poucet. Note sur les Microbes de l’Eau de Vichy. Centralb. f. 
Bakteriol. Vol. 6. 1889. P. 548. 

Leone. Sur les Microbes des Eaux Potables, et leur vie dans 
TAcide Carbonique. Journal d’Hygiene. 1887. 

Schwarz. Ueber das Werk yon Bacterien in Kohlensaurehaltigen 
Wasser. Dorpat. 1891. P. 55. 

Thoinot. Note sur l’Examen Microbiologique d’une Source de la 
Begion Calcaire du Havre. Ann. Inst. Past. Voh 3. 
Pp. 145-152. 

Winogradsky. Ueber Eisenbakterien. Bot. Zeitg. 1888. 

P. 261-270. Centralb. f. Bakt. Vol. 4. P. 65. 

Contains the most important information on those bacteria which pre¬ 
cipitate iron compounds in their cell-walls. 

Winogradsky. Sulphobact. Ann. Inst. Pasteur. Vol. 3. 1889. 
P. 49. 
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3. Literature dealing ivitli the question of Pathogenic Bacteria in 

Water . 

Typhoid. 

Bartoschewitsch. 0 spossobie otyskiwania palotschek brin- 
schnago tifa w wodie. (On method of detecting the 
Bacilli of Abdominal Typhus in Water.) Wratsch, 1888. 
No. 50. Trans, from Russian in Cent. f. Bakt. Yol. 6. 
1889. Pp. 466-467. 

Beumer. Zur Aetiologie des Typhus abdominalis. Deut. Med. 
Wochenschr. 1887. No. 28. Centralb. f. Bakt. Yol. 2. 
P. 279. 

Bronardel. L’Eau Potable. Revue Scientifique. 1887. No. 9. 
Centralb. f. Bakt. Yol. 2. P. 39. 

Brouardel & Chantemesse. Enquete sur l’Origine des 6pide- 
mies de Fievre Typhoide observees dans les Casernes de 
la Marine de TOrient. Ann. d’Hyg. Publique et de Med. 
Leg. 1887. No. 12. Centralb. f. Bakt. Yol. 4. P. 6. 

- - Enquete sur les Causes de TEpidemie de Fievre 

Typhoide, &c. Ann. d’Hyg. Publique et de Med. Leg. 
Yol. 17. 1887. Pp. 385-403. Centralb. f. Bakt. 

Yol. 3. Pp. 144. 

Cassedebat. Le Bacille d’Eberth Gaifky et les Bacilles Pseudo- 
Typhiques dans les Eaux de Riviere. Ann. Inst. Pasteur. 
Yol. 4. 1890. Pp. 625-640. 

Valuable comparisons and criticisms as to recognition of false and true 
typhoid bacilli. 

Chantemesse & Widal. Enquete sur une Epidemie de Fievre 
Typhoide qui aregne a Pierrefonds; 1886. Rev. d’Hygiene. 
Yol. 9. P. 116. Arch. d. Physiol, et Pathol. 1887. 
P. 217. 

Charrin. Epidemie de Fievre Typhoide d’Epinay-sous-Senart. 
Ann. d’Hyg. Publique et de Med. Leg. Yol. 17. 1887. 

Pp. 520-529. Centralb. f. Bakt. Yol. 3. P. 7. 

Dreyfus-Brisac & F. Widal, fipidemie de Famille de Fievre 
Typhoide. Considerations Cliniques et Recherches 
Bacteriologiques. Gazette hebdom. 1886. 

Fernet. Epidemie de Fievre Typhoide de Pierrefonds. La 
Semaine Medicale. 1887. No. 20. P. 207. Centralb. 
f. Bakt. Yol. 2. P. 314. 

Finkelnberg. Ueber einen Befund von Typhusbacillen im Brun- 
nenwassor, &c. Centralb. f. Bakt. 1891. Yol. 9. P. 301. 
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Fodor. Typhoid Fever in connection with Drinking Water. 
Internat. Congr. of Hyg\ and Demogr. 1891. 

Hauser & Kreglinger. Die Typhus Epidemie in Triberg in 
den Jahren 1884'and 1885. Berlin, 1887. Centralb. f. 
Bakt. Vol, 3. P.369. 

Henrijean. Gontrib. a 1’Etude du Bole Etiologique de l’Eau 
Potable dans les Epidemies de Typhus. Ann. de Microgr. 
Vol. 2. 1889. P. 401. Centralb. f. Bakt. Yol. 5. 

P. 139. 

Holz (Max). Exp. Unters. fiber den Hachweis der Typhusbacil- 
len. Zeitschr. f. Hyg. Yol. 8. 1890. Pp. 143-178. 

Kamen. Zum Hachweise d. Typhusbacillen ini Trinkwasser. 
Centralb. f. Bakt. Yol. 11. P. 33. 

Kitasato. Zeitschr. f. Hyg. Yol. 7. 1889. 

Loir. Recherche du. Bacille Typhique dans les Eaux d’Alimenta- 
tion de la Yille de Paris. Ann. Inst. Pasteur. Yol. 1. 

1887. P. 488. 

Michael. Typhusbacillen im Trinkwasser. Fortschritte d. 
Medicin. Yol. 4. 1886. P. 353. 

Moers. Brunnen d. Stadt Miilheim vom bakt. Standpunkte. 
Erganzungsh. Centralb. f. allgem. Gesundheitspf. 1886. 
P. 144. 

The first occasion on which typhoid bacilli were discovered in water. 
Olivier. Sur le Bacille de la Fievre Typhoide. Compt. Bend, 
des Seances de la Soc. de Biol. 1889. Ho. 26. Centralb. 
f. Bakt. Yol. 6. P. 503. 

Pariette (D.) Methode de Recherche du Bacille Typhique dans 
les Eaux potables. Bivista d’lgiene. Yol. 1. Ho. 11. 
Ann. Inst. Pasteur. Yol. 5. 1891. Pp. 413-414. 

Pere. Contribution a l’fitude des Eaux d’Alger. Ann. Inst. 
Pasteur. Yol. 5. 1891. Pp. 79-91. 

Pouchet. Du Role de l’Eau Potable dans l’Etiologie de la 
Fievre Typhoide. Ann. d’Hyg\ publique et de Med. Leg. 

1888. Ho, 2. Centralb. f. Bakt. Yol. 4. P. 7. 

Schottelius. Detection of Typhoid Bacilli in Water and Soil. 
Internat. Congr. of Hyg. and Demogr. 1891. 

Thoinot. Sur la presence du Bacille de la Fievre Typhoide 
dans l’Eau de la Seine a Ivry. La Semaine Medicale. 
1887. Ho. 14. P. 135. Centralb. f. Bakt. Yol. 2. 

Yaughan & Hovy. Experimental Studies on the Causation of 
Typhoid Fever, with especial reference to the Outbreak at 
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Iron Mountain, Michigan. Medical News. 1888. Yols. 1 
and 2. No. 4. P. 92. Centralb. f. Bakt. Yol. 4. 
P. 286. 

Yincent. Presence dn Bacille Typhique dans l’Eau de Seine 
pendant le mois de Juiilet, 1890. Ann. Inst. Pasteur. 
Yol. 4. 1890. Pp. 772-775. 


Others. 

Cornil & Babes. Les Bacteries. Paris, 1886. P. 146. 

Reference as to bacilli of septicaemia in rivers. 

Ernst. Die Friihlingsseuche der Frosche, &c. Beitr. zur Path. 
Anat. nnd Allgem. Path. 1890. P. 203. 

Koch (R.). Bericht hb. d. Thatigkeit der zur Erforschung d. 
Cholera im Jahre 1883 entsandten Commission. Berlin, 
1887. P. 182. 

Describes tbe discovery of the cholera spirilla in Calcutta tank-water. 
Linroth. Typhus Diarrhoe und Trinkwasser in Stockholm. 
Arch. f. Hyg. 1889. Yol. 9. Pp. 1-22. 

Lortet. Die pathogenen Bakterien des tiefen Schlammes im 
Genfer See. Berlin Tnt. Med. Kongress, August, 1890. 
Centralb. f. Bakt. Yol. 9. P. 709. 

Important bearing on deposition and quiescence of germs. 

Lortet & Despeignes. Rech. sur Microbes Pathogenes des Eaux 
Pot. distrib. a la Yille de Lyon. Rev. d’Hyg. Yol. 12. 
1890. No. 5. Centralb. f. Bakt. Yol. 9. P. 607. 

Lortet. Microbes Pathogenes des Yases de la Mer Morte. Lyon 
Med. 1891. No. 33. Centralb. f. Bakt. Yol. 10. 1891. 
P. 567. 

Alleges discovery of the tetanus bacillus in the mud of the Dead Sea. 
Nicati & Rietsch. Rev. d’Hygiene. May 20, 1885. 

Discovery of cholera spirilla in the water of the old harbour at Marseilles. 
Rintaro Mori. Ueber Pathogene Bacterien im Canalwasser. 
Zeitschr. f. Hyg. Yol. 4. 1888. Pp. 47-54. 

Some new forms recorded. 

Roux. Sur les Micro-organismes de la Meningite Spinale. Lyon 
Medical. 1888. P. 391. Centralb. f. Bakt. Yol. 5. 
P. 736. 

Sanarelli. Ueber einen neuen Mikrororganismus des Wassers, 
Ac. Centralb. f. Bakt. 1891. Yol. 9. P. 193. 

Schiavuzzi. Unters. ii. die Malaria in Pola. Cohn’s Beitr, 
Yol. 5. 1890. Pp. 245-288. (Pola, Austria.) 
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Uffelmann. Trinkwasser und Infection s-Krankheiten. Wiener 
Medicinische Presse. 1888. Ho. 37. Centralb. f. Bakt. 
Yol. 5. P.89. 


4. Literature dealing more especially with the Relations of Rivers , Sfc., 
to the Soil , fyc., through which they Flow. 

Relations of Water to Soil, &c. 

Ammon (G\). Recherches snr la Permeabilite dn Sol pour 1’Air. 
Forschnngen auf d. Agricultur-Physik. 1880. 

Arloing. Snr le Projet d’Amelioration et d’Extension dn Ser¬ 
vice des Eanx de la Ville de Lyon. Rev. d’Hyg. et de 
Police sanitaire, Yol. 13. 1891. 

Belgrand (M.). La Seine. Paris, 1872. 

Brunhes. Variations de la Temperature de 1’Air et des Eaux dn 
Fleuve a Tonlonse. Mem. de l’Acad. des Sc. de Toulouse. 
1883. 

Chevreul. Memoires du Museum. Yol. 13. Comptes Rendns. 
Yol. 36. 1853. 

Delesse. Carte souterraine de Paris. 1857. 

Duclaux. Snr les Relations du Sol et de l’Eau qui le traverse 
Ann. Inst. Pasteur. Yol. 4. 1890. Pp. 172-184. 

A very instructive review. 

Eser. Recherches sur lTnfluence de la Composition Chimique 
du Sol sur son Pouvoir Evaporant. Forschungen auf d. 
Agrikultur-Physik. 1884. 

Fleck. Sur un nouveau moyen d’evaluer la Permeabilite des 
Sols. Zeitschr. f. Biologie. 1880. 

Fodor. Recherches Hygieniques sur l’Air, le Sol et l’Eau. Bruns¬ 
wick, 1882. 

Hofmann. Grundwasser und Bodenfeuchtigkeit. Arch. f. Hyg. 
Yol. 1. 1883. Pp. 273-304. 

Lubenberg (A. von). Sur 1’Etat actuel de la Physique du Sol. 
Forschungen auf d. Agrikultur-Physik. 1878. 

Piefke. Aphorismen liber Wasserversorgung, vom hyg.-teck- 
nischen Standpunkte aus bearbeitet. Zeitschr. f. Hyg. 
Yol. 7. 1889. Pp. 115-170. Yol. 8. 1890. Pp. 331-375. 

A valuable contribution. 

Renk. Sur la Permeabilite du Sol pour 1’Air. Zeitschr. f. 
Biologie. 1879. 
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Rivers Pollution Commission; Six Reports. 1868-74. 

Risler. Biblioth. Univ. de Geneve. Arch. d. Sci. 1869-71. 
Royal Commission on Water Supply; Report. 

Schulze. Jahresbericht u. d. Fortschritte d. Agrikultur-Chemie. 
1860-61. 

Schubler. Annales de T Agriculture Fran^aise. 1854. 

Contamination and Self-Purification of Rivers, &c. 

Brunner. (The River Isar.) Zeitsch. f. Biologie. Yol. 14. 
1878. P. 190. 

Celli. SulT Acqua del Tevere. Rome, 1890. 

Darcy. Les Fontaines Publiques de Dijon. Paris, 1862. 

Duclaux. Les Filtrages des Eaux de Fleuve. Ann. Inst. Pasteur. 
Yol. 5. 1891. Pp. 256-267. 

An instructive critical review. 

Dupre. On Change in Aeration of Waters by the Life Processes 
of particular Organisms. 17th Anu. Rep. to Local Gov. 
Board. P. 272. 

Fermi. Ueber die Reinigung der Abwasser durch Electrizitat. 
Arch. f. Hyg. 1891. Yol. 13. H. 2. 

Frank (Georg.) Die Yeranderung des Spreewassers innerhalb 
und unterhalb Berlin, in bakteriologischer u. chemischer 
Hinsicht. Zeitschr. f. Hyg. Yol. 3. 1888. Pp. 355-403. 

Contains many suggestive facts bearing on contamination. 
Frankland (E.). On the Spontaneous Oxidation of Organic 
Matter in Water. Chem. Soc. Journ. 1880. P. 517. 

Frankland (P. F.) The present State of our Knowledge con¬ 
cerning the Self-Purification of River-Water. Internat. 
Congress of Hygiene and Demogr. 1891. 

Special reference to Thames and Ouse. 

- The Upper Thames as a source of Water Supply, Journ. 

Soc. of Arts. 1884. 

Hofmann. Ueber das Eindringen von Yerunreinigungen in 
Boden und Grundwasser. Arch. f. Hyg. Yol. 2. 1884. 

Pp. 145-194. 

Hulwa. Experiments on the Oder. Biedermann’s Centralb. f. 
Agrikulturchemie. Yol. 13. Chem. Hews. 1883. P. 
104. 

Low. Zur Frage der Selbstreinigung der Fliisse. Arch f. Hyg. 
Yol. 12. 1891. Pp. 259-2661 
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Pettenkofer. Zur Selbstreinigung der Fliisse. Arch. f. Hyg, 
Yol.12. 1891. Pp. 267-274. 

Prausnitz. Der Einfl. der Miinchener Kanalisation anf die Isar, 
mit besond. Beriieks. der Frage der Selbstreinigung der 
Fliisse. Hygienische Tages-Fragen. Miinchen, 1889, 
H. 9. Centralb. f. Bakt. Yol. 7. P. 404. 

Benk. Bakterien und Grundwasser. Arch. f. Hyg. Yol. 4. 
1886. Pp. 27-38 and pp. 246-248. 

Schmidt. Ueber den Einfluss der Bewegnng anf das Wachsthnm 
nnd die Yirnlenz der Mikroben. Arch. f. Hyg. Yol. 13. 
Pp. 247-268. 

Schlatter. Der Einflnss des Abwassers der Stadt Ziirich anf 
den Bakteriengehalt der Limmat. Zeitschr. f. Hyg, 
Yol. 9. 1890. Pp. 56-88. 

Smith (Angus). Beports to Loc. Govt. Board. 1882 and 1884. 

Sozka. Unters-. znr Kanalisation. Arch. f. Hyg. Yol. 2. 1884. 
Pp. 281-317. 

Tidy. On Biver-Water. Chem. Soc. Journ. 1880. P. 268. 

Yaillard. De la Double Distrib. d’Eau de Source et d’Eau de 
Seine, &c. La Sem. Med. 1890. P. 86. Centralb. f. 
Bakt. Yol. 7. P. 610. 

Welitochowsky. Exp. Unters. h. die Permeabilitat des Bodens 
fur Wasser. Arch. f. Hyg. Yol. 2. 1884. Pp. 499-512., 

Filtration and Deposition. 

Bertschinger. Unters. fiber die Wirknng der Sandfilter des 
Stadtischen Wasserwerks in Zurich. Yierteljahrschr. d. 
Naturf. Gesellsch. in Zurich. Jahrg. Yol. 34. 1889. H. 2. 

Technical, but very instructive. 

Brnnhes. Becherches experimentales snr le Passage des Liquides 
a travers les Substances permeables et les Conches 
filtrantes. Mem. de TAcad. des Sciences de Toulouse, 
188L 

Clavenad & Bussy. Mem. sur la Filtration. Ann. des Ponts 
et Chaussees. Mars, 1890. 

Dor. De la Sterilisation de l’Eau par le Filtre Chamberland. 
Lyon Medical, 1889. Ho, 23. Centralb. f. Bakt. Yol. 7. 
P. 75. 

Duclaux. Becherches sur rficoulement des Liquides a travers 
les Espaces Capillaires. Ann. de Chim. et de Phys. Yol. 25, 
1872. 
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Duclaux. Ann. Inst. Pasteur. Yol. 3. 1889. P. 692. 

*-- Le Filtrage des Eanx. Ann. Inst. Pasteur. 1890. Yol. 4. 

Pp. 41-56. 

Praenkel (C.). L’Eau de Boisson de la Ville de Berlin est-elle 
surement depouillee de ses Elements nuisibles par la 
Filtration? Deutscli. Med. Wochensclir. 1889. P.1021. 

Fraenkel & Piefke. Versncke fiber die Leistungen der Sandhl- 
tration. Zeitschr. f, Hyg. Yol. 8. 1890. Pp. 1-40. 

Frankland (P. F.) New Aspect of Filtration and other Methods 
of Water Treatment: The Gelatine Process of Water 
Examination. Journ. Soc. Chem. Industry. 1885. 

-- The Removal of Micro-organisms from Water. Boy. Soc. 

Proc. 1885. Yol. 38. Pp. 379-393. 

-- Water Purification: its Biological and Chemical Basis. 

Proc. Inst, of Civil Engineers. 1885. 

Jonon. L’Eau filtree a Nantes. Rev. d’Hyg. et de Police 
Sanitaire. Yol. 13. 1891. P. 119. 

Kleuze (H. von). Recherches sur la Circulation Capillaire de 
1’Eau dans le Sol, et la Capacite de Saturation Capillaire 
de ce Sol pour l’Eau. Landw. Jahrbiicher. Theil. 5. 
1877. 

Kruger. Action physique des Depots sur les Microbes presents 
dans l’Eau. Physikalische Einwirkung von Sinkstoffen 
auf die im Wasser befindlichen Mikro-organismen. 
Zeitschr. f. Hyg. Yol. 7. 1889. Pp. 86-114. Reviewed in 
Ann. Inst. Pasteur. 1889. Yol. 3. Pp. 621-623. 

Important experimental results with various powder precipitants. 

Kiibler. Untersuchungen iib. d. Brauchbarkeit der Filtres sans 
pression , Systeme Chamberland-Rasteur . Zeitschr. f. Hyg. 
Yol. 8. 1890. Pp. 48-54. 

Critical. 

Piefke. Principes pour obtenir de 1’Eau pure au Moyen de la 
Filtration. Schilling’s Journal. 1887. P. 604. 

Pohl. Ueber Filtration des Newawassers. (Russian.) 1886. 
Centralb. f. Bakt. Yol. I. P. 231. 

Wiebe. Die Reinigung stadtischer Abwasser zu Essen, <fcc, 
Centralb. f. Bakt. Yol, 2. 1887. P. 202- 
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4. Literature dealing with the Action of the _Environment on Bacteria. 

Miscellaneous. 

Bouchard. Action des Produits secretes par les Microbes Patho- 
genes. Compt. Bend. Vol. 110. 1890. P. 1112. 

- Wirkungen der Stoffwechselprodukte der Micro-organ- 

ismen. Chem. Gentralb. 1891. Vol. 7. No. 4. 

Fraenkel (C.). Die Einwirkung d. Kohlensaure auf die Lebens- 
thatigkeit d. Mikroorganismen. Zeitsch. f. Hyg. Vol. 5. 
P. 332. 

Frankiand (P. F.). On the Influence of Carbonic Anhydride 
and other Gases on the Development of Micro-organisms,, 
Boy. Soc. Proc. Vol. 45. P. 292. 

Garre. Ueber Antagonisten unter den Bakterien. Correspond- 
enzblatt f. Schweizer. Aerzte. Jahrg. 17. 1887. Centralh 
f. Bakt. Vol. 2. P. 312. 

Ingenious methods, and suggestive results. 

Hofta. Weitere Beitr. zur Kennt. der Faulniss-bacterien. Ueber 
einige Stoffw.-prod. des Bacillus fluorescens liquefaciens . 
Wurzburg, 1891. P. 4. 

Perdrix, M. L. Sur les Fermentations produites par un Microbe 
Anaerobie de l’Eau. Ann. Inst. Pasteur. Vol. 5. 1891. 

Pp. 286—311. 

Suggestive results on metabiotic fermentations, and description of biology 
of ah anaerobic form. 

Wyssokowicz. Einfluss des Ozons auf das Wachsthum der 
Bacterien. Chem. Centralb. 1891. Vol. 7. No. 1. 

Electricity. 

Apostoli & Delaquerriere. Sur 1’Action du Pole Positif d’un 
courant const, sur les Micro-organismes, &c. Compt. 
Bend. Vol. 110. 1890. 

Cohn & Mendelsohn. Cohn’s Beitr. zur Biol. d. Pflanzen, 
Vol. 3. 1879. 

Duclaux. Action de l’filectricite sur les Microbes. Review in 
Ann. Inst. Pasteur. Vol. 4. 1890. Pp. 677—680. 

Summary of the chiefly negative results. 

Prochownick & Spaeth. Sur l’Action Microbicide du Courant 
Galvanique. Deut. Med. Wochens. 1890. P. 564. 

Schiel. Etudes iSlectro-therapeutiques. Deutsch. Arch. Klin. 
Med. Vol. 15. 1885. 
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Action of Light on Bacteria. 

Arloing. Influence de la Lumiere sur la Vegetation et les 
Proprietes Pathogenes du Bacillus anthrads . Compt. 
Bendus. Vol. 100. 1885. P. 378. 

- Influence du Soleil sur la Vegetabilite des Spores du 

Bacillus anthrads. Compt. Bend. Vol. 101. 1885. 

P. 511. 

- Influence du Soleil sur la Vegetation, la Vegetabilite et la 

Virulence des Cultures du Bacillus anthrads. Compt. 
Bend. Vol. 101. 1885. P. 535. 

-Influence de la Lumiere Blanche et de ses Bayons con- 

stituants sur le Developpement et les Proprietes du 
Bacillus anthrads. Archives de Physiologie Borm. et 
Pathol. 1886. Vol. 7. Pp. 209-235. 

-Les Spores du Bacillus anthrads sont reellement tuees par 

la Lumiere Solaire. Compt. Bend. Vol. 104. 1887. 

Pp. 701—703. 

-Letter on Mechanism of Destruction of Microbes by Light. 

Ann. Inst. Pasteur. Vol. 1. 1887. Pp. 594-596. 

Daudrien. Influence de la Lumiere dans la Destructions des 
Bacteries; pour servir a l’Etude du “ Tout a l’figout.” 
Ann. d’Hyg. 1888. Pp. 448-451. 

Dangeard. Contrib. a l’fitude des Bact. Vertes. Le Botaniste. 
1891. Ease. 4. 

Downes and Blunt. On the Influence of Light on Protoplasm. 
Boy. Soc. Proc. Vol. 28. 1878. P. 197. Also 1877. 
P. 488. 

The first paper on the subject* 

Downes. On the Action of Sunlight on Micro-organisms, &c., 
with a Demonstration of the Influence of Diffused Light. 
Boy. Soc. Proc. January, 1886. Vol. 40. P. 14. 

-Trans, and Proc. Boy. Soc. Victoria. Vol. 20. Pp. 1-2. 

Duclaux. Influence de la Lumiere du Soleil sur la Vitalite des 
Germes des Microbes. Compt. Bend. Vol. 100. 1885. 

P. 119 ; also Vol. 101. 

Excellent critical review and literature. 

- Sur la Duree de la Vie chez les Germes de Microbes. 

Ann. de Chim. et de Phys. Vol. 5. 1885. P. 57. 

- Influence de la Lumiere du Soleil sur la Vitalite des 

Micrococcus. Comptes Bendus. Vol. 101. 1885. Pp. 

395-398. 
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Duclaux. Ann. Inst. Pasteur. 1887. P. 88. 

-- Action de la Lumiere sur les Microbes. Ann. Inst. 

Pasteur. Yol. 4. 1890. Pp. 792-800. 

Elfving (F. It.) Etudes sur T Action de la Lumiere sur les 
Champignons. Helsingfors, 1890. 

Full of information and literature; but deals more especially with fungi- 
Engelmann. Bacterium photometricum : ein Beitrag zur ver- 
gleichenden Physiologie des Licht und Farbensinnes. 
Pfluger’s Archiv f. Physiol. 1883. Yol. 30. P. 95. 

-- JDie Purpurbacterien und ihre Beziehungen zum Licht. 

Botan. Zeit. 1888. Col. 42-45. 

Fabian. Ueber Bedingungen und klinische Bedeutung der 
Warmesteigerung im Fieber. Memorien der Warschauer 
Arztlichen Gesellschaft. 1886. Heft 1. P. 3. (Polish.) 

Gaillard. De l’lnfluence de la Lumiere sur les Micro-organismes. 
Lyon. 1888. 

Gladstone & Tribe. Journal Chem. Soc., August, 1883. 

Godziackij. CJeber den Einfluss einiger Factoren auf Kohlen- 
saurebildung durch den Staub der Wohnraume. Disser¬ 
tation. St. Petersburg, 1888. P. 29. (Russian.) 

Jamieson (J.). The Influence of Lighten the Development of 
Bacteria. Nature. July, 1882. Vol. 26. P. 244. 

-— The Influence of Light on Bacteria. Trans, and Proc. 

Boy. Soc. Victoria. Yol. 20. Pp. 2-6. 

Janowski. Sur la Biologie des Baciiles Typhiques; Action du 
Soleil. Centralb. f. Bakt. 1890. Nos. 6-8. 

Klebs. Allgemeine Pathologie. Jena, 1887. Erster Theil. 
Pp. 85, 97, and 131. 

Laurent. Etude sur la Variability du Bacille Bouge de Kiel. 
Ann. Inst. Pasteur. 1890. P. 465. 

Loew (O.). Action des Champignons Inferieurs sur differentes 
Substances Azotees Inorganiques. Centralb. f. Biol. 
Nos. 19 and 20. Yol. 10. 

Lubbert. Biologische Spaltpilzuntersuchung. Der Staphylo¬ 
coccus pyogenes aureus und der Osteomyelitis-coccus. 
Verhalten zum Licht. lYiirzburg, 1886. S. 14. 
Macnamara. A Treatise on Asiatic Cholera. London, 1870. 
Nocard. Becueil de Medecine Veterinaire. 1885. 

Pansini. Action de la Lumiere Solaire sur les Micro-organismes. 
Bivista dTgiene. 1889. Ann. Inst. Pasteur. Yol. 3. 
1889. P. 686. 
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Raum (J.) Der gegenwartige Stand nnserer Kenntnisse iiber 
den Einfluss des Lichtes anf Bakterien und anf den 
thierischen Organismns. Zeitschr. f. Hyg. Yol. 6. 1889. 

Pp. 312-868. 

Complete literature to date. 

Roux. De 1’Action de la Lumiere et de 1’Air sur les Spores de 
la Bacteridie du Charbon. Ann. Inst. Pasteur. Yol. 1. 
Pp. 445-452. 1887. 

A valuable experimental contribution. 

Scbloesing & Muntz. Sur la Nitrification par les Ferments 
Organises. Compt. Rend. 1877. Yol. 85. P. 1018. 

Scbroeter. Ueber einige durch Bakterien gebildete Pigmente. 
Colin’s Beitrage zur Biologie der PfLanzen. Vol. 1. 
Heft 2. 1872. P. 111. 

Serrano & Fatigati. Influence des divers Couleurs sur le De- 
veloppement et la Respiration des Infusoires. Compt. 
Rend. Yol. 89. P. 595. 

Soyka. Ueber den Einfluss des Bodens auf die Zersetzung organ- 
ischer Substanzen. Zeitschr. f. Biol. Yol. 14. P. 466. 
1878. 

Straus. Societe de Biologie. 1886. P. 473. 

Tyndall. Note on the Influence exercised by Light on Organic 
Infusions. Roy. Soc. Proc. December, 1878. Yol. 28. 
P. 212. 

- On the Arrestation of Infusorial Life. Nature. Septem¬ 
ber, 1881. Yol. 24. P. 466. 

- Brit. Assoc., 1881. 

Warington. Chemical News. December 14, 1877. 

Temperature. 

Fischer. Bakterienwachsthum bei 0° C. Physiol. Yerein zu 
Kiel. May 28,1888. 

Globig. Zeitschr. f. Hyg. Yol. 3. 1887. P. 294. 

Deals with a bacillus which grows at 60° and 70° C. 

Miquel. Monographic d’un Bacille vivant au-dela de 70° C. 
Annales de Microgr., Ann. 1. Paris, 1888. Pp. 4-10. 
Centralb. f. Bakt. Yol. 5. P. 282. 

Treats of the same form as the foregoing paper. 

Roux. De 1’Action de la Chaleur et de 1’Air sur les Spores de la 
Bacteridie du Charbon. Ann. Inst. Pasteur. 1887. 
Yol. 1. Pp. 392-399. 
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6. Literature dealing with the Action of Water of various hinds on 
Bacteria (esp. Pathogenic ). 

Sea and Salt Water. 

De Giaxa. Ueber das Verhalten einiger pathogener Mikro- 
organismen im Meerwasser. Zeitschr. f. Hyg. Yol. 6. 

1889. Pp. 162-224. 

Refers also to the question of shell-fish and infection. 

Frey tag. Ueber die Einwirkung concentrirter Kochsalzlosungen 
auf das Leben von Bakterien. Arch. f. Hyg. Yol. 11. 

1890. Pp. 60-85. 

Forster. Sur l’Action des Solutions concentrees de Sel Marin sur 
les Bacteries Pathogenes. Munch. Med. Wochenschr. 
1889. P. 497. Ann. Inst. Pasteur. Yol. 3. 1889. 

Pp. 490-491. 


Mineral Waters, &g. 

Hochstetter. Ueber Mikro-organismen im kiinstlichen Selter- 
wasser nebst einigen vergleichenden Untersuchungen 
liber ihr Vbrhalten im Berliner Leitungswasser und im 
destillirten Wasser. Arb. Kais. Gesundheitsamtes. Yol. 2. 
1887. H. 1 and 2. 

Experimental and full of statistics. 

Leone. Unters. ii. die Micro-organismen des Trinkwassers u. 
ihr Yerh. in Kohlensauren Wassern. Arch. f. Hyg. 
Yol. 4. 1886. Pp. 168-182. 

Scala & Sanfelice. Azione dell’ Acido Carbonico disciolto nelle 
Acque Potabili su alcuni Micro-organismi Patogeni. 
Bull d. B. Accad. Medica di Roma. Anno 16. Centralb. 
f. Bakt. Yol. 9. P. 110. 

Fresh Waters. 

Bolton (Meade). Ueber das Yerhalten verschiedener Bakterien- 
arten im Trinkwasser. Zeitschr. f. Hyg. Yol. 1. 1886. 

Pp. 76-114. 

One of the first and most important experimental researches. 

Braem. Becherches sur les Phenomenes de Degenerescence des 
Bacteries Pathogenes dans l’Eau Distillee. Beitr. zur 
Pathol. Anat., de Ziegler. Yol. 7. H. 1. Review in Ann. 
Inst. Pasteur. Yol. 4. P. 315. 

Chiefly histological. 
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Biichner. Sitzungsber. der K. Bayerisch. Akad. d. Wiss., Math.- 
Phys. Klasse, 1880. H. 3. Pp. 382 and 406. 

Cramer. Kommissionsbericht iiber die Wasserversorgung von 
Zurich und ihr Zusammenhang mit der Typbus-Epidemie 
des Jakres 1884. Ziiricb, 1885. P. 92. 

An important contribution. 

Duclaux. Action de FEau sur les Bacteries Pathogenes. Ann. 
Inst. Pasteur. Yol. 4. 1890. Pp. 109-124. 

Excellent critical review and literature. 

Emmericb. Mittb. ii. die im Jabre 1887 im Hyg. Inst, zu 
Miincben ausgefiibrten bakteriol. Unters. Miincben Med. 
Wochenschr. 1888. Nos. 18-20. Centralb. f. Bakt. 
Yol. 4. P. 155. 

Ferrari. Ueber das Yerbalten von pathogenen Mikro-organismen 
in den subcutan einzuspritzenden Fliissigkeiten. Centralb. 
f. Bakt. Yol. 4. P. 744. 1888. 

Deals especially with antiseptics, but also distilled water. 

Fodor, &c. Boden und Wasser und ihre Beziebungen zu Epi- 
demiscben Krankbeiten. 

Fol & Dunant. Dosage des Germes de FEau. Archives des 
Sciences, Geneve. 1884. No. 6. 

-Bevue d’Hygi&ne 1885. Yol. 2. No. 3. P. 183, 

&c. 

Frankland (P. F.) The Multiplication of Micro-organisms. 
Roy. Soc. Proc. 1886. 

-Recent Bacteriological Research in connection with Water 

Supply. Journ. Soc. Chem. Industry. 1887. 

Both these papers deal with Thames and deep-well waters, as well as 
London sewage. 

Gaffky. Mittbeil. a. d. Kais. Gesundh.-amte. 1881. 

Gartner. Patbogene und Saprophytisc-he Bakterien in ihrem 
Yerbaltniss zum Wasser, insbesonderlicb zum Trinkwasser. 
Correspondenz-Blatter des Allgemeinen Arztlichen Yereins 
von Thiiringen. 1888. Nos. 2 and 3. Centralb. f. Bakt. 
Yol. 3. P. 788. 

Geppert. Ann. Inst. Pasteur. Yol. 3. P. 673. 

Hansen. Mittbeilungen des Carlsberger Laborat. 1879. H. 2. 
Just's Bot. Jabresb. 1879. P. 7. Jahrg. I. P. 556. 

Heraeus. Ueber das Yerbalten der Bakterien im Brunnen 
wasser sowie iiber reducirende und oxydirende Eigen- 
schaften der Bakterien. Zeitscbr. f. Plygiene. Yol. 7. 
1886. Pp. 193-234. 
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Horvath. PMger’s Archiv f. Physiol. 1878. Yol. 17. P. 125, 
Ac. 

Hueppe. Die Hygienische Beurtheilung des Trinkwassers vom 
biologischen Standpunkfce. Schilling’s Journal fiir Gas- 
beleuchfcung, Ac. 1887. 

One of the best critical papers on the subject, and full of information. 

Karlinski. Ueber das Yerh. einiger pathog. Bakterien im Trink- 
wasser. Arch. f. Hyg. 1889. Yol. 9. Pp. 118-127. 

Important as dealing with ordinary temperatures and unsterilised waters. 

-- Ueber das Yerh. des Typhus-bacillus im Brunnenwasser. 

Arch. f. Hyg. 1889. Yol. 9. Pp. 432-449. 

Important. 

- Ein Beitrag z. Kenntnisse des Yerh. des Typhus-bacillus 

im Trinkwasser. Arch. f. Hyg. Yol. 10. P. 464. 
Important. 

Kraus. Ueber das Yerh. pathogener Bakterien im Trinkwasser. 
Arch. f. Hyg. Yol. 6. 1887. Pp. 234-252. 

An excellent pieec of experimental work. 

Leone. Arch. f. Hyg. 1888. Yol. 4. H. 2. P. 168. 

Mattei (Di) A Stagnitta. Sur la Maniere d’Etre des Microbes 
Pathogenes dans l’Eau Courante. Annali dell’ Istituto 
d’lgiene Speriment. di Roma. 1889. 

Malaperte Ueufville. Zeitschr. f. Analyt. Chem. Yol. 25. 
1886. P. 39, Ac. 

Uaegeli. Theorie der Gahrung. Miinchen, 1879. P. 88, Ac. 

Uicati & Rietsch. Reeherches sur le Cholera. 1886. 

A voluminous and authoritative work. 

Pohl. Die Chemischen Eigenschaften des Wassers u, d. Bezie- 
hungen derselben zur Lebensthatigkeit d. Micro-organ- 
ismen. 60. Yersammlung Deutsch. Uaturf. u. Aerzte, 
Wiesbaden, 1887. Centralb. f. Bakt. Yol. 4. P. 347. 

Reinke. Pfliiger’s Archiv. 1880. Yol. 23. P. 434, Ac. 
Schlosing & Muntz. Compt. Rend. Yol. 77. P. 1018. 

Sirena. Sulla Resistenza Yitale del Bacille Yirgola nelle Acque. 
Riforma Medica. 1890. Ho. 14. Centralb. f. Bakt. 
Yol. 8. P. 268. 

Straus & Dubarry. Reeherches sur la Duree de la Yie des 
Microbes Pathogenes dans l’Eau. Arch, de Med. Exper. 
1889. 

One of the most careful and critical of the memoirs on this part of the 
subject. 
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Weigmann. Zur Unters. und Beurtheilung der Trinkwasser. 
Zeitsckr. f. Medicinalbeamte. Jahrg. 1. 1888. P. 84-90. 
Centralb. f. Bakt. Yol. 4. P. 394. 

Wolff hugel & Biedel. Die Yermehrung der Bakterien im 
Wasser. Arbeiten a. d. Kais. Gesundheitsamte. Yol. 1. 
Berlin, 1886. Pp. 455-480. 

A very valuable contribution, full of suggestions and facts. 


We now append Lists (Appendix B) of all tlie species of Schizo- 
mycetes detected in various kinds of waters, so far as we have been 
able to get at the records. 

Tbe question of synonymy is, in the present state of bacteriology, a 
very difficult one; we have, in most cases, placed the best, known 
name first, but those who prefer to adopt other names may be referred 
to Saccardo’s 4 Sylloge Fungorum,* vol. 8, 1890, for the synonyms and 
descriptions of most of the species. Some of those recorded here are 
new, having been published since the above work appeared; in the 
case of these forms, the descriptions will be found in the memoirs 
quoted. 



Appendix B.—Schizomyeetes found in Drinking Water. 


244 Profs. P. F. Frankland and Marshall Ward. 




nS 

n 3 U 

's l 

CD P 

.a 5 

d g 
g p 

h 

o 


p 

■d 




rP 

Pi 


too .5 

11 - 

Pi 5 


£ 

P 


<M *' 

oo 

cq ^ 

" 

Pipq 
O «+4 

Oi . 
00 P2 


&J0 P 
k» © 

H? 


' rH C+H 

o 

cS CP 

np ® 

P 

P © *o> 

co H « 

CO ,—I ^ ^ 

o c 

-- 


P 00 


<S> rP 


N S-M § CSJ 




M 3 . 

. SjdQO 


CO 


.3 p 
a» © 
Cs3 rP 
^ o 


§ d 

o „ o 

a g © 
oo £^d 

2 p d 
r-l Vi cy 


^ _ cd 

.dsr. 


.1 


IS! 


IM £) 

m td 


P •~J > 
Oco £ 


© © 


cq 

_ 00 
05 s <M © cq 
rp • P p 
P d P 

__j o 3 r o" 

3 s *<s> ^ 

P 00 O 00 


rO rH 

O „ 

Vi 02 

.gS 

•+* ^ Pm 
‘S O. 

* Jbg 

p <i ^ 


>d 

§ 


B 

VO QJ 

00 -S 

cqp 




N 

bJD"S 

k> B 
trj § 
W np 

<1 


03 

f fc g 


„q 4 


OQ „ 

£ O . 
o H 4 i 
Jj P 

r d j © 

OoO 

PM k ~ 


„ ci 


O " r S 


fe 

”W|W-2 

PM«+-i . p 

a g 


Vi p O J5 £ 

I W &® 1 1 

B ‘SbP*3 


J* «• I 

=3'6 ~ I 
p si M s 
ms g B 


vg 

1 W3 -d © 

! : g ^ 00 

! £ K rH 

£ 

3 ^ N 

fc-3'11 

f ri I. 

m QJ 

JWq 

p 

i N 


a 


v,rP 

8 .a I 


Q> 


P 

k* 

00 


&o 




e § 


5 *§ ,p 

© $ O 


$ 

rS 

1 

£ 

e 


-—x v» 

«0 4* $ 

$ <)■> hO 

? S 8 

cjfp.f 


S e O 
-S § 

^ 1 ^ 
$2 S 


o o 
.V. O 
: «> . 
« p=j 

60 -<j 

§-3 


P 

rP 


O 


PQ 


<$ 

Cm 

e 


£ a 
S$- 

' CS3 


« 




M N 


N a* N N N N N N 
















Report on the Bacteriology of Water 


245 


-3 | 

c 3 ^ 

o.S 

PI c 

“ a 

a 


<1 <i i 


a*.a 

3 03 

03 P 

S 88 

O M 

* g 

44 S 

.-§3 

rO O 
C3 

&a a 
08 g.2 
p3 a ® 

a o 

Jn O O 

OOO 


Gq 

A 


03 5» 

.2 

Jsf'3 


a a 
o 


,FH t>x ® ^ 


s 3 


CO . *<s> 

a a 

•2 ^ ^ § 

co co o a 

03 rO 5. S 

o o a, a 

o fH 

O Ph Q 


r d -+o ^ 

03 ® 03 
■4-3 03 44 
03 C3 a «* 

a a © £ 

*1 Sc 

h 'a § ^ 

►r-i O 

O ^ $J 


J3.! 

f-( y- -U CK 

2 ©CH 

a ^ °ra 
O O 


Pi 

a 
o 

nj 

a * 


T3 

a 

S 3 


r£ 03 


■■§*'! 
03 • ^ 

.rS ^ 

* „ Tt3 

3 a .*§ a 
. a «3 a 




-3 *:« 

. ^ 44 

44 CO *<S> 

--j 0>«H 
03 £ 

^ i> zl « 

© oo ^ ^ a 


H 

P4 2 

^ o 
J>P3 

GO _ 


T3 " ~ 

a 

rW* 


44 


J OH 




4 un a 

^ c0 
* P< ^ 


5^ 


3D' 0 


°: 

. *i. 

NrP ^ 


.So 1 U 

s c3p3<i 


h a 3 £ 


rw 


<x> 44 2 

.i.“ H £“» M 
■« •S’g’3 *§•*. 

88 § N 53 § S 

03 1 ^ to cS 8 ^ g 

^ mS-bI-sIs 
P wg.a.^PH g.sp. 


® a 

o S P 

GO tn « 
(M 

. h3 «' 
fta^ 

cO 03 

g <s 1 

§3-5 

|i) ,6j0<) 


a 


si" 


03 03 
n3 rC 

to a 




GO r-2 r£3 

04 O 
• _T Pi 

■to* co 

•S^._3-P 

to ~ 2 d. 


T3 

a 

c 3 

o3 

Id 


oq £ 


• a 5 

to 2 

44 r .Q 


o3 

M ^ 

Tj * 

a 


a" 1 . 

^bJD^® 






•- 

e 

a if ^ 

rP : p bo 
O ^ f^i 
O -a to 
w to rn 
GO C/ 

s 

fel 

olaceus 
laceum i 
olaceus 


' § 11 

sll 

to ^ ? 

to 7§ to 


T3 

; ^ 


e to 
«§< 


✓QQ 


v. « 
5Q 


|<S hi 

PqO 




: a ^ a 

, a 43 s 

2\§ s a ^ 

«d *0 5^ °» 
to § 
«8 «5 

<3 *<s> ^ © 

^ to 03 44 

to S I § 

V <33 ® 

§ IS §>«, 


& 


Ph 




a 8 

rg ^ 
O *s» 

O § 

^^2 






II 

II 

Co 

11 

S ®o 


5 


: § 

w 


^3 


5 


a 

a 

a 


gj, 

p. 


Q 


8 


d) 5> 


NNN ^” 

























Schizomycetes found in Drinking Water— continued . 


246 Profs. P. F. Frankland and Marshall Ward. 


& 




nS 

d 


d 

*r3 


N 


T3 

d 

c3 


CD 


-to 

J 3 <a> 

«8 o £ £ 

g*l fc-g 

g.Jj g ^ 

a * S s 

O d fn 

Owpqa 


£t 

I u 


d 

“ a 

o 

CS 2 *Ph d ^ 

S.I g & -2 

&S 1-3 .g 

CO «H d P "-*3 

^ ° O rid 
H OP^O 




rd 

d 


M 


Q 


© d 
’£ ^ 
> 

<45 + a 
S> 

^ © 


<p 

ns .d 

-t-3 

*H £ 

Q <4-< <® 
■d q s 


H 

rd 


•a 

o 

I 


CO ^ to 
00 CO Oi 
oq cq cq 

P. A Ph . s** .g 


d rd 

S B 

r* ^ 

rg <* 
03 ri 

^ d 


Irf 

'd a 


Q 

^ 00 OO 
00 00 00 
<M (M <M 

PP Ph Ph ^ 


L_J CD 

? I 

u 

dPPl 


bird 

nS 

d 


ns 

d 


W 


fc S 


gi 


"I'**} 


H M H 3 r§ 
d d d bo^ 
o o o .9 _, 
Pdtfp^hPPd 


2 -IS 

3 ^ 


g“S ci 


2 00 
d oo 
^ oo 

d rH 


M H 
d d 


hd P3P3P3 


CD 

05 „ 

(M 5 c3 
dt .2 * 

*r ts* 

:^'i^ 
-2 § 1 
h ^ a © 

d <W c3 c~) 

O rd nS ^ 

P3B<1 


40 q ^ 

f^ggl S 

^-S CO ,-B « 


__, 1>» CO 

•d co © 
? h O 

S • oj 

Ph CO 00 
„ * 00 
ns 
d 


g d dbq ft ^rcq 


rp S 

ri d. 


d 5 'S 


J _r00 

^ ns tH 

i> r! v 


O H ^ 

C © d -n C™ 
Ni ^ D § 

_ H m'tS 7? 
o o § k 
PhMPr 


-J|S 

JCTS fi 05 

_f S S 5 <? 

I 

d .2 c8 ^ 

C=R F 


d 

OQ 



PP 


PP 


PH 

OQ 


« 


8 .§ sog 

3!s §d^ 
2 ^ ES « £ 

o s *S ^ v_^ 

e ' 


d 

ns 

d 






S> p 


S « ^ 
C3 O 


1^8 . • . 

Gq Oq Oq Cq Gq OQ 


O 

g 


PM 66c 


rO * k 

*d ® 
^Ph& 

o-' ^ 

*<s> °o 
^ ^ S 

$ S3 <D 
8 • 8 

pqpqpq 


<3 d 


S8.1 

0» 05 l> 

§ s 

r-C) ^ 

"e "e § 
pqpq Qq 




K| Bq 



















Report on the Bacteriology of Water . 


247 




. bD 

.a s 

ai pj 
© 

to 


n3 

^ bD 

c3 .2 


9 

s3 

© 


• rH *03 

nr! w u Pi 

d QQ O C3 

l! 1 l 

ill* 

-4 M»S 


© 

n3 


S3 

O 

a 

a 


a 




© £ 
to" 1 bD 

a 


g § 

-3 U rtf 

§ 1 h g 

0 8i‘. 

rH e +*l o3 ft 

•H4J ^ o 

p-bfl g n" 

”a3 ,£> V© 


□q ^ n ^ ^ 

P <1 


ft P 
„ © 

9 © 

u 

a nT 

| § 

*-£? ^ 
j§ -2 
*8 g . 

£ * £ 

g rj p| 

ft.S m 


h o:> 
„ © 
J>» . <3 

CO O Sh rj 

co ^ g 

rH .> ?H 

^ft . 9 W 

Sa *+* ,© e+ “* 

’ S ’ S * S si 
g 5T 3 


ft 

c3 

PQ 


>% to 


£<>3 a '£■ 

© S3 g ® 

* 

P«1 


o ^ 

10) .3 

S' 

oo © ■ 

to ( 

2S 03 
00 © < 
rH cS i 

3 


0) to 

a © £ § 

CO L_J 

CO CO H JSJ 

ft si. ppo 

«.'8 r .Ts r S'| 

rl ^ ^ 

si. §* § -3 PQ ^ 

si ^ o 
95 H M~ ®3 <a <5 
ao ,-« h nn oo 

rS § g HOQr-i 

Ph«£ 


& 

© 

£ 


*g» ^00 ~ 

-a £ g . 

© £ *• § =s 

r3 a P<| « 

-GQ ~ ?h © 
S3 l> © © 
c3 £3 00 9 *"* 

%ft ^.§r3 

H?<1 tS3 EH 


a ^ 



■pi 9 Q _ 

^ ^ § Aa.sp^ 

■**\ m is ^ 


’§ 

?3 


^ NJ 

V 9 

© c3 

©^nr 


*; <* 
O O 


s> © 

© J5 

& S3 


“ S 


lEH^I 

© 

‘gPq 

»S> © 
53 £ 


? 

of fD 

!?J 

' §> 

* r/i 

8 i'3 

<* i i 

O 

© 

S 00 


:h 


S 5S 

1,-2 


P3 

(-1 




pq 


4 


t' 


Q 


O ft 
S3 ft 


•?« 
^ © 
^ 5S 


.' 9 

nr OQ 


a 

9ft J 

Oo ,0o 


fegl a 

-^S'5 

... 8 I 
Ills 

g> 

© 


53 


« iV 

© ng 

<u © © 

ns 


« § 


pq pqpq pq Cq pq pq pqpq pqpq pqpqpqpq pqpq 


3^ 


i s 


pqpq 


9i 

s.g, 


pq.pq" 


Y0L. LI ( 


s 




















Schizomyeetes found in Drinking Water— continued. 


248 Profs. P. F. Frankland and Marshall Ward. 


§ 


rQ O 
03 O 05 

O 


m 


£ 


*|JS 
8 ®.s 

p;rp 

a 

© § 

05 


w 


05 rQ 

£ 


a 

a 

c 

Q 


«4H 8 

05 

1 

P-i 05 
Q 03 
8 * 

I ^ 

a ■£ 

o .3 

O 


■s 

rd 

s 


H 

1 


Q . 

Q .*** 

I * 

S3 8 


c3 

. . Q 

a.sp 


S CS3 EH N ^ 


W 


pq 


c3 X> 
CO f 




•+* rg .*+* 
o ^ S 

<o P 03* 

" sT g o' 

11 § 

s a S' 

05 <£> 05 

r a a a r 
a a a 


CO 

^ si 
si'*'? 
§ A. 


05 © si *" 


np £ 
Q ? 


» Si rQ 
•g o3 

05 

■21 
~ c3 
Q _ 

3 TS P 

3 6 f^NNSt^ONCb H 


J : 

! Id'S 
! a 8; 


t3 
r o 
SPM 

5* g 

5 «3 


05 ££ 

Q 52 


W-g 
" "8 
•S 1-5 

N ao 

trS 
a .a 

.rS i* 


a 

p 


6. 

pq 


1 >s 
✓ <15 

, 03 


S$ 8 
§ 


„§ f«S 


:0 sa 

H © 

* -d £j 

* g rP 

m 05 

w oq, 

60 


p 

pq 


pq 


pq 


8 05 ^ 

cb^pq 


rQ 

<3 

M 


^ t> P 

115 


*D $5 <- 

S ^ O 
^ uQ 


S*i 60 


Si ~ © " 

© ✓—s’g 

T P 
ri P =0 

05 03 8 

J>33 

- Pq 


§ « 
© £ 

A S) 
.^> a 

IN 

05 

§ o 
8 *S 


8 *cO 

I ^ 

I § 

■ <>> 

^ h© 


Pq 


I 

IS 


^3 s 

co&a_ 
I .2 S3 PR 

I I'NT 

o 8 8 
© s> © 
S S 

^^ <: S a S 

Pq Pq Pq Pq 




K( 

e 

^5 

pq 


rP p ^ 

oS3 r 

* s.a.p 


a 3 e 


n3 


^ P ts 

: ba ^ 


pp 


^5 

pq 


os 03 ^ Pi 
^ ^ s ® 

^5 ©> ©5^S 


60 © 

.« § 
P ^ 1 

5s- 

•SS r«$ 


^ 05 
§S Si 

| P 


pqfiqoqpqfiqpqpqp^* Pq Po 





















Report on the Bacteriology of Water. 


249 


1 

3 


d 


d 

d 


•4J 


pq 

& 

o 


o 


o 3 « —« 

d ° 

o g d o 

-U' C r; 4-» 

U O £ 

I 

w ® 


00 <£ 

O 60 on ® § w 
‘fj g o o o-ffl o 
CD 'g ~ 

^ S 


31-S-S s- 


33 J ^ 

« h ■§ o bfio S 
3 53 

43 —• d d 
<j OO 


£<d 5 « wo 
m - o i! ^ O 

- Oi.d £l, ^ 

1 d £ 
O M 


II 


53 0 -.S 

^g o o 

r4a a> 

5-1 - p t 

^ ^ c3 

^ 3 to 
pod 
J3 2 p3 
■d 

^ 5h ^ g 

2 «£ <N g 
d ^ th w 

•a .a ^ .a 

^3 Ph+3 
H 


<D 


p 4 d 
dn 3 
O c3 


N! ^ 


a a a 


M 


53 wso a r-H 
g „ . <U . 

eg <N P^d Ph 
P4 « . ~ 


PM * 
d - , 


- £ QO 
i ^ QO 


! bC 


>-» M -r ^ 

gnW d § £ 

So . Si A 

83 «H Ph g Q 

<i 


PM 


vS ^d 

« So a 1 « 

So 


ss;S o 

CD 

'd 


d 

l 

rn ^ b£) g oT 

CD 

cn 

rd •- ID 2 rd 
HP3^fdEH 

S 

H 


S rg 
e\ 3 




£ 


t 8% 


£ © © 

d 

bDtB M 

ID rd rd 


d 

s 


d 

§ 

§ 

2 


r o 


5 3 

._ 3 ^N 

00 co 
el 00 O 


8 .*$ M 
03 ^ <D <*\ 


iia- 

Pd 


© rg 
^ O 

PM 


Sf 
1 2 


"3 « 
& 




§tO § 

pq 


> . 

a - pq 


<s 

di 


d 
O 
g PM 


; cd ; 


‘|S 8 S 

O - 


d 

d 






—H /-*S 

d 

? j 4 


rd 

s 


a 

tS3 


i 


pq pq pq pq pq Pq Pq Pq Pq Pq Pq Pq 


pq pq 


s 

esq 


sm 

pq 


s 2 






















Schissotnycetes found in Drinking Water -contin: 


250 Profs. P. F. Franbland and Marshall Ward. 


$3 

a 

© 

w 


S3 

a 


eJ 
2 
o 

9 «a 

? | g 
“a £ 

..9 o 
'So g 
.a ^ 


S 

cc 2 
£ 


o3 c3 

d) fl).n 

13 o 

.2 SI 
•§1^ 
}Z5 l " J 


3 

PH 

Pi 


9 .13 


0 0 




aa © 
03 

a i- 

c3 

m 


*a. 

2 


© §> 
1* 

”3 pj 

o js 

9 § 

S rS 
o ■ 

O 

na £ 

£ P 
Sop 

£ rd 09 
O ^ 8 

t 


§>-M 

I 9 

a .a 
’£ fl 
”9 te 

•+3 £ 

s 2 
O r3 

O 


0 t 3 EH 


w © 

«5S§.21S 

S 03 © 
» SS r3 
‘h fO .'tf 

* £W 


. H 


^3 

Pi 


pH 


rO 

£ 92 
© oo 

0 A 


P3 

N 


©3 1 

*a 

o 

rH 

! «*S 

9 ?i 

§ o 

! P ^ 

*|S> 

© 

O 

si 

*© 

„ sa 
Pi § < 
PI ( 

o3 , 

|o 

"S 

<1 

© & 
a "9 

© 

© 

© 

© 

© 

->2 

© 

a h ■ 


a .bp 

oT 

§ 

«T 

H 

JK g g ■ 


CD ' S 

2 © © 
rH © © 


© © 


Cu ~ -— 

«PI 

? "2 .wrg 


510 ~ 
. o3 C3 
© ^ S3 
Op c3 

Wc a 


' o3 p ^ 

"S M'pq 
510^ H ^ 


PI 

K § 


EH N 


■3? 8 S'B 

-SP „ * 

. a -s o-a .-8 r e 

J © j? k O « 
^ o O 

rT o £-1 -+3 . J-T © 

Ti ,» P4 fq ,| T| ,3 

Hd EH -<1 1-5 


a 

►» 

S3 

o 

PI 

TJ1 


% 




fc» © 


oo ”DB 


»H » 


£ ^ 


PS ^ 

* ^ S 
. PH . 
Pq to 


PH 

PH 



i Q 
N 


•S-S> 

55 S. 

PH PH 


S 


?H 


<$ 


5*i 

PH 





h 

j : 



; : ; ; ; 





a 

• T 



l '. I I 


■ * 



a 




* rO * ” I 




•p 

g. 

. Oo 

• § 



^ g ; * . 

• m • * 


~r p! 

r ; 

a 

,«0 




2 o ^ 

'^~r 

a ^ 

Sr9 

& 

i ^ 


VTj © 

’ r d ! 

a & a o 4 

;r? l: I—s d 

i ^ 

03 




« 


- - § 

g>.« § 
© ^ § 
« e 
?H ^ p> 


PH 


< 4 i 1 ) 1 

fCi«i' 

£ E 


NN SS® 

•Iipa 

© ^ ^ o a, 

8 «e ^ 
^ Is 

1 t^rn 

w ®0 «I5 OJ «0 


e 

5»s 


pq Pq to to Pq Pq Pq Pq pq Pq Pq Pq pq Pq pq Pq Pq 


pq to 




















Not in clear running streams 


Report on the Bacteriology of Water, 


251 


W 


ta 

m d 

‘3 


•a-: 

•Mi 

43h ^ 
O M - 

525 M 


; § 

, gw g I 

i § ^ 5 

! ^•n.a 

t*T 03 W 


d 

o 

3 

a 

o 


'©«H in 
0^3 5» 

Ji’S 

S <D P 

W ts 

'*" 05 


^ Ph 05 


w 


: p. 05 rd 

" g eo ^ 


«j ^ 


05 b 00 p- £ g 
i>- o ~ S P 
05 O r-l x n 

. .2 A 05 £ S? 

r-§ g? rd‘S 

_. fW 

d 0 

__;w t —i 


c3 

a 




I 

•S § I 
3 -3 


c3 

3 

05 • 

n3 

*Ph. 

05 

d 

-4 


r5 <S 

d ^ 


o 


* 05 

ts ,£5 □ 

t> d 

e . O 

PQ 

05 S . 

3 

O rd 

.a-§ o 

jn rd 05 . 

§ ^g 

® i o p 

§ C§ l?* r 
§ § 
O 


I 


'g 05 




‘ o 

) rH 

i co 




’© . © v g ' pf 

j •$ j § ■§! 

« 05 r, « 05 M 

■& C C o3 O <15 

'B^l'3 ~3 

Ph .WD ,*} 3 

BN 



3 

£ 

I 


. 05 • 

O 05*^ 
© • 
3 


.£» fe 
S 5S « 

® O 05 
r-l rrf 

H ft 


05 „ 

lg§: 

rr 3 

rd a 

Oh 3 
d t d p 

kbtSJ 


£ 


eg 


y ”^ V Eh 

,o CT* 

§Si 

W ^ 


$ 8 
§> <s 
fe 8 

«•< 

| 2 

,«S 


pq 


ie 2 

Ct >■© rjr 

~ v. a 

~ 05 ® 

^ rQ 

^ £ i, 

d S. 05 

eo-25 <« 

®J Sr, 2» 

n. °o lE 

w*S ^ 

. 

* 60 O 

S & rO 

^*gc 

•3'§.2^ 

s t*2S 

. o 

pq s 


$ 

Pq 


§ 




pq * 


j 

««»| 

p! u e 

05 XX 03 


5s 


ti 

§ 


e 

P5 


o 

M gt 


S S 

4) 05 *Si J5 

^ I 

pq pq ftj fiq 


ris (Tils).. 
sus (Zimin. 

. =0 

5S 

•rS <J5 

3 *- 
£ i 

. Ph 
• tlH 

5 « 

0 <05 
*3 g 

O 

05 

U 

inth.) .. .. 

raveolens (1 
Wide (Trev. 

^ ° 

60 «0 

w e 

§ 

M ^ b 

g § 

5S 5S 

(i) 05 


S 

w g o 

*(S> ^ 05 

*s> 

| S 

05 05 

^ a 

05 

,05 

till 

05 % 

s> s> 

*o ' 
'S ?> 

■ 2 -b 

'5 S 


05 ffl 

^ O I 

pq pq 

pqpq 

«jpq 

pq 

pqpqpq 


Ph --• 


pq 


pp 


.b 

Pq 




















Scliizomycetes found in Drinking Water— continued. 


252 


Profs. P. F. Franldand and Marshall Ward. 




A 


® S (D 
k P-l 


&c l 


3 „ 


Si 

<T$ 

a 


g 

<1 


& 

TJ r-J PQ 
(1) rj ^ P- 

d ^ rd co 
g ^ fl .© 03 

a g * % a 

C3 ns CS ^ ® 
£j ’S S 

sla|| 


<£> o 

■s a 

£ k. 


W),i3 
U o 
a> 1-S 
'pQ W 


rJ^l'^GG 


T* O 

v 5 *3 

<xS co 
_. .3 




* Pi 
^ *’* 


S ^ 2 ^ 


H 


n3 

PS 


11 

co <73 

rp o 
HPh 


8 

• r\ C5 

^8 r 
^ § S «H 
00 ^ , . 

. b£ 

r “^ -P ^ £“H 

d „ 

^ o 
% O ■»* • • . 

• Co rH rx /*V 

S § © O rf 

^ § h, S1n 
d m •* S is<g 


“ lO 
a 

,g 


X. C3 03 
fl O Q 
o g3 o h 
<li c3 

m qo 


w 

•3 


e 

pq 


55 ® 

£*§• 
O ^ 60 

111 

i 

S £> |x 

b |4> 
4 ^r§ 


oo § 2 

•3J 3 


Qq 


> 2 
© CS 

hW 


-S ^ 
g I 


S 55 

pqpq 


Pn 

00 


W 


h3 

J=l 


V. 




M 


2 p 

l2 «8 

°6 »,S» 

*r 

s ?> 

r^> 8 

ai oj 


a 


a 

CQ 


<§■ 










Schizomycetes isolated from Ice, Hail, Snow, <kc. 


Report on the Bacteriology of Water . 


253 


a 

03 

PQ 


3 

<1 


a 


S 

K 

m 


c3 o 

33 

R <D 

c3 rJ 
<u C3 


O 03 

a a 

W c3 


PQ 

d 


PQ 3 

«+Q & 

ri *5* 

03 

? a 

. c3 
r o -fT 

H . 

r3 


pq 


£ . 
-+J O> H So 
o CO § fM 

&«P<» ^ 


r&l SO •£< Ph^ 

^ ^ tT iC'rf 


5 t 5 j> r t3 

• '£ 00 'g 

> .P.00 .P, 

PQ PQ 


03 *53 

.a’s 

<H I s 
° is 


53 sg 

*<o O 
03 =0 
8 ? 
PQ o 


v. ^ 

03 / 

Saq 

tes ^ 

§> -.CO 
;S feD^ . 
R 03 fjCJ PM 

(UPC'® 


a 


PR 


> 


PQ 


PQ 


PQ 


NJ 


£ 

$ 

PQ 




03 

-4^J 

O 

PM 


o 

'TS 


<D 

<D 

> 

eg 

rd 

r3 

.° 

\S 

£ 


a 

o 

N 

• rH 

r3 

o 

W. 


5C 

o 

■S-3 

eg 

Pm 


•£ 

o 

SJ 


a 

a 

o 

a 

t>fc 

TfX 


3 

o 

h3 

§ 


r£ 


03 oq en 
- , p O 

T "pL, 03 

° £g 


c3 ^ 


IS 


& - 
j§ M 


is 

<5 R 


OQ i-£3 

•rl -M 

■~ o 


03 c3 03 
b£l g rO 

2 .a ^ 

r3 fi ® . 

■S 53 £ 

ps a 


0«H^ 

-J3J O ^ 

rS^ O 5 ^ 

3 '.13 r-H U 

•s S 


i> 

<M 

<N 


TJ 

fl 

03 

PQ 


is*** 

03 03 Ph 


.9ST* * 


be 

Fs 


03 

r^> 

« 

il 11| 

|2 a a^ 

03 

m 

s 

FS SSd 


£ 

EH 


£ 


PM 


8 I 

§ w- 

53 

1 r-S> 




.s ss 

§> § 

*§PQ 

PQ 


W 


X Q 


PQ g 




ei^3 

lal 

8 1 •§ 

«o P S 

|"| | 

03 &h| 

«9 ,«0 S 


- pq pq P3q 









Pathogenic Schizomycetes which have been detected in Potable Waters —continued. 


254 Profs. P. F. Frankland and Marshall Ward. 


P3 




s g^ 

to o 

'S ^ 

13 s 


: 33 


33 r 


* I 

,.© « ^ 

! g js 0 ^ 

s ® O ® 
^ a d 


B d 
§ 3 * 1 : 




bC 

50 


3* 


32 d -2 ** 

cj 'H O d 
© © © 
rfi P Ph+3 

s 


3 ^ 


FM 


a- 'S 

-2 r3 
rj __. 

© © 3 

hfl fcc £ 

O O GO 
33 rg 2 

d d * 

P-i PM ^ 


3=5 

H 

.1 

pq, 


3 

2 - 
S3 © 
d N 


£ 


S3 .3 

CQ 

S* 

w? 

1 a 

c3 „ . 
• »H •*£ 

3 2 s? 


^•s? 
ri g o 

IHs 

M 


■a 

w 


. o 

No „ oo h 

*s rt s- 


p 3 73 O -2 
d t>.d 


o3 

PH 


d 

d 

<1 • 


d 

a 1 


PH 


2 o o - 

O O r— N 


■*^1 cc pq Pn H H ^ ^ 


•3 


M 


§ sp 
s s 

GO 

.jS 


^ ** PH pH 

H 


a 

d* 

c 

d 


1*3 


,M 


NO 8 » 

gflq* 


M 

£ 

*i«o 

§ 

■D 

|. 

«0 

-S 

1 

pq 


53 S^, 

« 

'£ & 

5 «o 

I .§ 

§ •« 

*9 

► § 

© 

£‘1| 


3 : 2 

£ 33 


* o, ^ 

$h « 
K2 «o 

’STS ,5 


■O 


•S ©S 


S o n 

I «•§ 
•Sfej£ 
£ £ 


Ph 


^ „ bD 

|? § 

& 

5 «o 

53 52 ^ 


§N r 

3-§ | 

^ 1 

«i oq nq 


.3 

*P 
oj 

•2 ^ •' o 
•-2 g pi 

be © w- 

d ££ 

© Co 

d s 

HI" 

Co © S 


3d 

E=J 


5*n 


_ 

O' 
o o 

S s? cl 


's s;§s 


CQ 

-is w ^pq 

4 pq «i pq 

Fq 

<4 











Schizomycetes found in Slow Kiv r ers, Canals, Stagnant and Marsh Waters, &c. 


Report on the Bacteriology of Water, 


255 


P3 


•+3 -U> 

a a 

rO <3 


f-l 

fcO CD 

a ■'' 




«T cs 
s a J 

O bX 
-4-5 C3 
• ^ -4-5 l 
£3 CQ J 

f.a 

ft . 


.a 

a 


•+3 

g a 
a a 

bL cd 
<3 UP 


fl » 

,rH bO 

o .a 

50 fH 

C3 


a 2 


« «J 

•9 a t 

s s"1 


a 2 ?3 

s a i* 


g -2 rtf 

a * ■ 

o 

o 


sr a 

P- c3 


a 

fa 


I *> 
if. 
£ 


3 "o8«W 

o a « o 

'I 8 S g 

*d ^ | 

.2 g g g 

r/> CD * ^ 




fl3 

a e 

<D <X> 
CD "cS 

^ .g bO 

s4?i 

<D <D rO 

‘g 

a a 


*E 

-+-S 

a 

<1 


1 


o 

*“8 
*c .a. 

-p -p 
2 53 1 


wf 
5 00 

oS 20 

31 

lO 

§ 1 




PQ T 


a qf a 

S © <D 


js 

■oV 

00 3 


^ .g 

OOrH h 
• &r*l 

xc' g 

CD f-i bo 

'OO ® o 

rH TS pj 


.a a 

‘bo 




/V? 

aw 

S 


«* &*t- ns 
a Tf< _r s 
•_<• o n 0 -g 
oO . ®s ^ 

t> - P-.H3 (> 


- - n|s 


m o 


«4-T r a 
~ Cu a 

a o ^ 
N^i 


o 

ft 


r a VO 
. ^ 
a a 

CD P-i 

«*- 
~ 00 
_, 00 _ 
.g rH ,® 

.s'sl 

® <D 

M <2 


^5 


-- ft 

bb ^5 

a h 
a § 
ft ft 


a 

to 


& 


!<s 

CS3 


^ vo ^ 

^ CO ^ © 

O ft ^ O CD ® 

"S ^cTg*^ 
a w a % a 01 

882? fi a- 

** M 


00 


CO 


a 

fa^> 

M 


a 

a 

o 

a 

m 




ra 2 a 

s !l 

O c3 

S'-* 
'"g I 

s 


-SS'S 

o ^ 


ft 


§ 

.§ 

'(si 

•S 

<vT 


-2 - § 

•ao 

bd ^ . «# 

;l Sol 

.§^43 O 
C & bo b 

| *s|^ 

o s | *? g 

J5 § S | 


Pa 


b0 


r? « 


>t£pqi^ 


.e 


« 

pq 


f*i 

CQ 


a 

-a 


I 

.5J 


33 

& 

e 

tS5 

-Us 

=a 

rd 

o 

pi 

's SI 

lein) . 

T : 

c3 . 

n3 

<2 



S 

«0 

§ 

b 

_ W 

■to c 

gb 

^ pu 

•O 

a 

rP 


d 

I 

►*a 



e. a oo 

oo O 

£b 
© „ 

<D 

00, 

«0 


o 

§ 

<o 

e 

br( c3 1 

CS up § 

13 


c3 

a. 

"a 

I^S 

SJi 

o 

§a 

<D 

a 

<« 

C3 

o 

'K> 

e 

•u> 

a S 
a? s 

S ^^ . 

© 

a e 

*c>5 

l'K( 

© 

•? 

*3 

«. 

«a 

S 

© 

S 

.43 

'e 

I 

o 


pq 

K) Pq 

pq pq 

pq 

pq 

1 pq 


.2 

*a 

0 

P 

s 

gs 











Sehizomyeetes found in Slow Rivers, Canals, Stagnant and Marsh Waters, &c.— continued. 


256 Profs. P. F. Frankland and Marshall Ward. 


<3 

a 

o 

& 


•S rS 
£ 3 


1 

£ 


rP «3 

£ & 


P 2 

o3 P 

P ,3 

b£io 

QQ HH 


•S .3 

Is I 

•+3 -+3 

p „ p 
O <d O 
O m O 

P 

* 'qj ® 

O) ^ <3 

|-§ §1§ 


.P 

■4-3 

*s 


03 .9 
§ 9 

'll 

“3 1 


^ *3 TO 

c3 P cd 


be . o 

.a ^ 

-lT 


o © ^ r 


•<J 1-H 


oa c*_( 


P 

cR 

<£ 

bO 

P 

O 

9 

<1 


p 

<1 


p 


oi 

.p ^ 

a> o3 

9 Pw 


q 

P 

Fr 


P 

c8 

<sq 

PR 


„ PQ 


^ *§ 


* ^ 
s* ui 


~v’3 


^ n o do! o o'P"i P - 
O r PJ>> N ^ r P * <N 
2 4j| pf «3 05 ,H oS ^ pM 
,2 « Jjjj o £Rjj| O rP >- 

M M $ M oq Q 


: a 

,p 

o 

£ 

<*3 


<M iH 

o o 
o o 


•+3. Hi 

*S *S 


o o 

n3 

a a 


p . 

pq pr 


9 © 

s § 

,p 9 

bJD g 

.s£ 

EH . 


o3 * 

l> 


P 

K 

m 


4 o* 


v ce « 


P 

©.S 1 ^ 9 
PR 

w?q <Z2 

— P 


s > 
’ <» 


<D 


~ fev > F O 

| g S3 
. I ^ H *9 

. f«5 “ 

f3J§ 

- ^ g R 

60 SR H 

§ 3T-P 

5 ^ CD 


M 


Pd 


SJS 8 fi 

£ -<S> ^ P 
5> c% '“O 
Su is «“ 

^PQ t 

*$ ^ o 

pq O 


at 


S S 

I ^ 


oo 


rO 

CD 

3 


yT : 2 

O rS3 

M® 

• 13 

• CO 

o9 

.gtd 

5 0 

<D 

f-t 

'g i 

R <1 
JP ' 

cR 

S 

40 

3" 9 

o 2 

W pq 

- 1 

m 40 

W § 

H 




p-c <D 
.«D « 

§ s 

2 g> 

<5S 5 

&< § 

q> 

•<s> 

14 

4 

O ^5 

5Q 1 

8 

*>-■ 

SR 

* "S 

^ .s 

-S o 

^ SO 

Oo Co 

& 

S 

»*a 

J 8 
11 

pqpq 

pq«5 

pq 

R «i 

pq 

fq'fq 


§ 



















Schizomycetes found in Slow Rivers, Canals, Stagnant, and Marsh Waters, &c.— continued . 


Report on the Bacteriology of Water, 257 


a 

© 

P3 


rd 


m 

<3 *<3 


3^ 


CJ 

w> 

8 o3 

o3 

£ 

• i-t 

-+3 

O © 
rCj C5 


& 

a -e 43 

fe. r© C3 

tz* 


c3 

a 


o a 

© bO 
.«,cS 


* PI 


iSc 


o 

O H 


d 

o3 

d 

bO 

OQ t> 


d d 
o -a 

a 

a 5=1 

o o 

0 a 

7 a 

© o 

0 0^3 O aa 




Npg 

Ph ►> O 


<D 

© 

f 

“S3 
© © s 

■+3 M 

<3 r-H 
► § 
«>§ 
fl 


' a 

a 

r G3 

§ 


O 

,g 


§ 

fH 

PP 

S-S 


o 

CM 

3 * 
S <sf 

co o r d 

CjQ PH o 


• < CO 

N 50 -p- 
rg £ P.--S ®- 

© ^ . ^ W) 

• .00 • :o3 


-u ^ 
© «2 00 


$ 
© ?-i 

© 43 

^ ’© 


H © 

_ r o‘W 

^ g 1 

1{> ©rg 

1 ra O 

rji Q 


Nil 


3 


o £ r o 

r—I o O rH 

fto'' 8 ft, 

4* L»- .4* 

© jq ^ ^ © 

.■H P © . 

© h ^ © © 

O' 3 £ '"1 o" 

'd *2 C3 CD -• »n 
£ rg ftoi & 

. -rd © 
© ;rj ftH PH:rJ O 

cj H H o3 

OQ S ^ QQ 


Ph 


op 


a a 

88 


ii J' pin pn 


© A ^h . oC 

,2) co © Cd 
© - • ^ a 

r d 

£ rfg h o 

rfi .§ 00 © 




m f 


o o' 

CO ^ ^ 
50 % § 
§ 

OQ OQ 


oq 

rH 

o 


H 

PP 


d 

© • 

O ^ 

M t}T © 

d rA © 
•>H O © 




o#l 
•§* 05 


© 


■ ■ W - <S> 

^Cj © 

«0 . „ ^ 
s :$,o 

life 
« ^ 

|1^ 

»s © ^ 
•2 © © 
r«S © 

O oq 1 


■I 


P3 


M 8 

^4- 


^ © 

'fl'Jd N 

£ H 2 

o W d 
O c3 


'tsc. 4 ?; 
cuokS : 

S §;S 
’<>> 


s> 

o 


*.J § 


Cq Cq 


2^ 


"o w2 bfe* 

3 ^ og, 

’^^2 § ^ s 
55 o ^ i 

I 

'I H -| > ® 

§ V^II 

Hill 


K K 


& 






SM 

li 

i-i 
1 *■ 




HH 


© S 
P_| rd 

II 


Ik 4 


5>s ©h 




f3 ho 
^ § 
!js 

—W 
2 ^ 

's ^ 


H ^ 





PP * 








K 























Schizomycetes found in Slow Bivers, Canals, Stagnant and Marsh Waters, &<\— continued. 


258 


Profs. P. F. Frankland and Marshall Ward. 


05 

U 

. ® 
T3 hh> 
3 <J3 

a ► 

_. -M 

§ i 

o bG 
S3 -2 
W OQ 


PH 

<X> 

■+3 

•S 

- 43 > 

§ 

HH 

s 


2 

<D 

05 

pH 

<x> 

- 4 -> 

(S 

® I 3 

pH ?3 
© HH 
[ . CQ 

S 3 

S’ 

HP 

QQ 

1 

c 3 





t 3 

S 3 

<X> _ 
bD'm' 

<S> © 

> '£ 

s 

n© 

"S 05 

o 3 <xj 

fi 

sc 

HP 

S 3 

i 8 

6 |H <D 
° ’£ 

<t> T 3 
•H S 

bD o 
c 3 Q. 

■P " 

o 

"pH 

2 g 3 S 

O ^ S 

c 3 2 
£ 63 

d S 

in 

.2 

ng 

use 

•§ s ^ 

S 3 ft 

•SBcS 

H H 

agnant 
Keya 
Russia 
onds an 
ommon 
pools 

amnion 

pools 

o M 

Q> © 

"P _g 

W M 

M M 

rn m 

P 40 

o 



rO 

P 3 

?H 

£ 

•+3 

X 

p 

<1 










a 

S3 




rH 

Oi • 

GO 


1(0 

o 

o 

c3 

P 

r2 

V2 CO 
r-t £* 

o o 

024 

1023 

00 

o 

rH 

fcb 

CO 

o 

o 

r~l 

"bJO 

rH rH 

rH 

r -1 

o 

rH 

SP. 

O 

S3 

PH A 

p,^ 

Ph 

CS3 

■H 

SP 


„ co © o 

^ kP 


££ £ 


_ Pr 

.Tj£4 

1^11 

&PP 8 o 

t> o3 eS 

GQ m 


PP 

•S 

JaT 

13 co 
.£ ^ 
S d 

W 


a 

I 




2*^ 


|1 if 

i ©> s ^ 
§ ? 

§ § § § 
¥ S ^ s 


S J 


«. 


§ 


*q 


« -s 
Pq « 

rP „ 

S= sA 


J> 

1> &a 

& § i 


jr 

'<3 *~> B 
£ bo 
S-tSB' 


^ I I Sog 2 

^ o f? s 

2*g § § § 5 

Pqk ^ 


H 

6 c __ ' 

$S ^ 

e § 

to ^ 

to -to 


g£? 

■H S> 

2 Q 

rS S’ 


£ to s 

■ 

' ?> § § 


S o' ex) 


2^ 
rP a 

bD*H 


- 8 -S(3 





I 


<8* 


33 

g, 

S"* - * 60 

t, ^ 

<0 \u 

p-i "? 


& P 

t&Pq 




® § 


pqpq 


P 


Ph 

pq 


pq 


* 


<$ 


§< :& 

tsi : *» 


} .§2^ 
it =-8 

;irl 

,s 

>) 

i « js > 

I SEntS 

. © 


M 


Pq Pq Pq Pq O 


















(Ehrenb.), | Saecardo, loc.cit., p. 1048 


259 


Report on the Bacteriology of Water, 


pi 

b£ 

c*3 


1 


Pi Pi 


bfi.g 

o3 


3 8 

go .1 

<D u £ 

U 03 

£ a3 pj 

H £ 

te 5 63 


48 

to 


s 

g> 


00 

T* 

o 


00 

rfl 

o 


'Sir 




PQ 


r3 

P4 


K i—j . 

05 O 
05 cp _ 


4 01 


PM © 

O 


§5 ® 


ca 

PM 

"3 00 

.2 oo 

PQ ^ 


,w 


3° 


si' 


W 


*e 

§ 

111 

5*i *2 

« 5S 

I §< 

§ g § 

«o ^ 
© •<>> *>s> 
5> £ 
© 

rSjtb 


Si'S 

:- g « 

;£-§ 


> O' 
O rj 

W PQ 


«0^ 

8 <S 

£ K© 

£ 

e ^ e 
-£ 


p=!os 


; .© 

’ ’§> 


g eo 
2 5$ ~ 
1 § 8 
-2 § 




p u ® 


© •<* V 

fis ^ F 

A-l 


M y g 
•2 PM <=> g 

fc a § | 
<0 N 


«© r bJD 

^ <o 

G 

© 

'2 o 

«PS £>■ 

s O 


© 


*£ 

© 


«Q 


:PJ 

M 


.§ 

© 

& 


as 

os 


:o 


<s 

40 

© 

os 


Pi 

Ti 

pi 


e 

;§ 

o§ 

§s 

«$ 


Gq Gq 


c6 

<0 

m 


n3 

Pi 

pi 

O 


0 

> 

«s5 

r^J 

rtf 

o 

'rB 

* 


o 

GQ 


o3 

a 

<D 


pS 

< 


0 

K 

m 



oo 

PM 


u ^ °? 

> *S PM 

Id «k> *K» $5 Q 
W'So-2 | 

~ © © b£) o 

.a ^ pels a 

. , ,3 m 
o a pi g a, 
,_srj ,-c 4 03 5 

O O O [>. rr> 

OOO^ J. 


rS 




lisflil-s 

i ' iU - i^jrg 


Pq Pq Pq Pq Pq Pq Pq 



















Schizomycetes which have been found in Sea Water— continued . 


260 Profs. P. F. Frankland and Marshall Ward. 


i 

C3 


m 

$ 

Ph 

o 

£ 

p 


np 

PH 


pq 

p 


U T5 
© 

rP M 
p.^ 
® « 
O <d 
rP pT 

Pm i> 


pq 

p 


,X3 c3 

Ph S 


Pi 

Ph 


rP 

Pm 


•3 

A 



i ^ 

ffirt Pm 


rc (M ^ 

• • © tP § 

^ ^ "o • 
nS -P g P* § 

1« oo r 

s o- s g> 

rPrP ^.S 
p a 4^iC d 

$ © © o «■ 

iP ^ p H o3 
c3 c3 !73 k*. 

psp^pq 


r o 

O 

n3 

»> 


M 


" r 



n3 

P 

CO 

Ol 

p 

<D 


M PH 

P^ 

<D 

n<D 

nd O 

m 

co iz • . 

05 ^ 00 .*J* 

05 

J+i %4 • 00 


■p, • © 

a ^ 

O 00 
Q 00 


§ 


Ph P c> 


p 

i 

§ 

£ 


„ „.gS.s.g 

"© o §3 cd §3 

PP rH £>( 


PP pq 


pq PP 


r-W 

o 

p 


pq 


« ©„ 
i%£ 


g-4-s 

s s a 


<v i> 

pqT 


0 

p* 

o 

p 

XJ1 


^ o 
o 

*1 

?* 

,s 

§ :g 
§ 


« 

pq 


: P 

M 






pq 


o e 
► Pq 


EH 


e 


| J:S 

■> O ^ 

V'i « S 5 

r- L ^ v 

o *S «o *s 
f-i © PS 

t&ivi 

Kqsqpq 


•2 % 

*s* e sj 

7? *W> 

-2 e £] 
a,s^ 


i|| I 

§a*J « *1 
1 


© >> 

§ §f 

•S pq 


«■ 




2 ^— © 
.§ «0 .*’? 


O' &5 M. 

P- <$ © 

O 5'i-ea 
Ho* 
H ^ 

Vi 

S' ^ 


§s 

© 

$q 


g 

0) 

© H 


e « 

pqpq 


5> <s> «K> 

■s j § 
N «» 


pq^, 


sr « 

o 

s ^ ^ b 

* Co r 

S S »■*« 

l I s r s.|’ 

a e e ^ 

pqpq 


^ p 

oy h* 

O ^ 

Jil 

ta ^ ^ 
w§«l 

cq 


■s^ 

o e 

— ■+* 

i>S o 
« ’£ 
^ *5 

V S 


Xj O 


rg pq^ 

Pm^T 


; P . 

w 




5 ^ "t? 
: &§ 
j^qpq 


o3 L> 

u 


pq Pqpq 


^pq 

I « 

r . <;» 


S^.S 

2 

. .ss 

pqk 


§ apH 

S 'C g 

<to ^ <S S 

rS gj? 

I«S$ 

Pq Pq Pq 


P 

rP 




> ?H 

P <X> 

pi 0) 

^ pq. 


^3 


M$ fS§ 

Ph ^Ph 






















Schizomycetes which, have been found in Sea Water —continued. 


Report on the Bacteriology of Water . 


261 


a 

<D 





rd 


a*■ 

& 

4 



cd 

bo 

•S 

‘p 

■+3 

1 

ion for 
yar. 
s in sea 

K 

r /2 

a 



2 

d 

o 

© 

-4-3 

§ 

rO 

s *> a 
i>8 

© .5 o 

© 

d 

c3 

© 

co 

O 

§ 

o 

•+3 

d 

| 

a 

o 

■§. 

very 

Warm 

which 

£ 

P 

P 

o 

O 

<1 

<1 


'i 

A 


I 

4 


pq 


O 00 
GQ 

o 
*■' l> 


bt> 
o d 
© 2 


05 


*s *s. 


< ^ CD 

4 ^»0 

H QQ Ph 


rM 

u ~ 
d O 




sd 

M 


P P 


d 

P3 




j|§ 


^ ^ o*5s Ph 
bB &Bf3 PQ ^ 

' j 

S 3 gil-W 


.a.,,, 
a s- 


,5 -2 

&B b£ 

.a .a 

y 


a 

d 4 

o 

d 

m 



p 

OQ 


§* 

s 

js> 


*8 

§v, 


2^ 


§ a 


s3 


■g * • 

§ s? 




d 




# S a 


E§ :pj - :pj !d 

"g M, ( 4 , W 

4 «5 fi 


« 

o 

«v>^ o 

, 58 s 

di £ s~? 

S § _§ 

^fa 


w a Gj ’§ | 


I jS 


- d 5S 

:«§> 

s « 


=3 e -I -*3 ^ ^ -2 s § T 
§ ^^ ^ ^ -IS ^ g *5 

pq pq pq pq pq q^qq e/j c§* 


H 


GqGq 















Schizomycetes which liave been found in Sea Water— continued. 


262 


Profs. P. F. Frankland and Marshall Ward, 



8. sanguineum (Warm.) 
8. molaceum (Warm.)., 











Schizomycetes found in Ferruginous Waters. 
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Schizomycetes found in Sulphurous Waters. 
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Unidentified forms in Water. ^ 
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Finally we append a tabular statement showing the duration of life 
note that the experiments quoted have been made under very 
be compared closely. Nevertheless, it has appeared advisable to 
in this connexion. 


Appendix C.—Behaviour of Bacillus 


Observers. 

Temperature. 

Distilled water. 

Sterilised ordin¬ 
ary water. 

Non-sterilised 
ordinary water. 

Straus and Du- 
barry. (N.B., 

20° C. 

131 days (?) 

J 28 days* 

[ 65 daysf 

•• 

proved can 

form spores in 
distilled water) 




Hochstetter .... 

13—14° to 

3 days 

3 daysj 

.. 

H .... 

18—20° 

Over 154 days 
(sp.) 

Over 154 daysj 
(sp.) 


Hueppe. 

16° 

5 days 


Gartner. 

12° 

.. 

6 days 

.. 

Meade Bolton .. 

,, •. 

. • 

Kaegeli. 

Koch.. 

Kraus. 

20° 

35° 

35° 

10°*5 

Over 3 months 
(sp.) 

Less than 3 
months (sp.) 

1 year (sp.) 

1 year (sp.) 

Over 3 months 
(®p.) 

3 months (sp.) 

55 hours 

o © 

2—4 days 

Uffeknann. 

Karlin ski ...... 

Braem......... 

12—20° 

8° 

8—12 days 

•• 

3 months (sp.) 

1—3 days 

Wolffhiigel and 

8—10° 



# * 

Biedel 





a 

12—16° 

*• 


• € 


30—35° 




Frankland, P. F. 

15—20° 

Over 60 days 
(sp.) 

Over 60 days 
(sp.) 

•• 

—____ 
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of certain pathogenic forms in various waters. It is necessary to 
different conditions by the different observers, and that they cannot 
compile these results, if only to show how much remains to be done 


anthracis in Water. 


Foul water. 

Sea water or 
Concentrated 
Salt solution. 

Mineral waters. 

Remarks. 




Refers to bacilli 
* Water of Ourcq 
t Pure water of Yanne 



15 inin.tol hour§ 

Refers to bacilli and not to spores 


•• 

Over 154 days§ 

Spores 




% Berlin tap water 
§ Seltzer water 

Bacilli only 

•• 

•• 

•• 

All — spores 




» )> 

•• 

•• 

•• 

Employed three waters; viz., the 
Munich town supply, and two well 
waters 

! 

•• 

•• 

•• 

Drinking water 

3 days 

•• 

•• 

Panke water, both filtered and un¬ 
filtered 

Over 15 days 

Over 15 days 



It seems impossible to avoid the 
conclusion that there must have 
been spores in Wolffhugel’s ex¬ 
periments ; the bacilli were taken 
from cultures, not blood 

Over 60 days 

Op-) 

•* 

•• 

Employed Grand Junction wateT 
and London sew age, both sterilised 
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Behaviour of Typhoid Bacillus 


Observers. 

Temperature. 

Bistilled water. 

Sterilised ordin¬ 
ary water. 

INTon-sterilised 
ordinary water. 


Hochstetter .... 

13—20° 

5 days 

7 days # 



Meade Bolton ,. 

20° 

2—3 to 30—40, 

Over 24 days 





31 days (sp.) 




• • 

35° 

10—14—24 

Over 14 days 


Heraeus. 

12° 


.. 

Some days 


v . 

37° 


.. 



Wolff hiigel and 

15—20° 

Over 15 days 

Over 20 days 



Kiedel 






)> 

35° 

.. 


9 . 


Braem. 

•• 

188 days 




Kraus ......... 

10°-5 

.. 

8. 

5—7 days,J no 






longer demon- 






strable on 7th 






day 


Karlinski. 

8° 

• • 

8, 

3 — 6 days 


Be Mattel and 

9 9 


4 days 

11—14 days 


Stagmitta 






Hueppe . 

i 

10—20° 

• • 

20 — 30 days 



» .I 

16—20° 

s a 

0. 

.. 


Straus and Bu- 

20° 

30—35 days 

88 

32§ to 431| days 


barry 







25° 

69 days 

88 

81 da,ys§ 



35° 

27 days 

88 

37 days§ 


Frey tag . 

.. 

0 9 

8. 

88 


Be Griaxa ...... 


$ 0 

9 8 



[Jffelmann .... 

.. 

© © 

98 

Up to 2 weeks 


Maschek . 

18—22° 

•• 

10 — 80 days 
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(B. typhosus-abdominalis ) in Water. 


Foul water. 

Sea water or 
Concentrated 
Salt solution. 

Mineral waters. 

Remarks. 



5 to 12 daysf 

* Berlin tap water 
f Seltzer water 

Over 10 days 



Water of the River Panke 




X Three waters used, see above 

•. 

,, 

* • 

Innsbruck drinking water 

•* 

•• 

•• 

In a well into which the typhoid 
bacilli had been introduced 

5—15 days 




Over 5—30 
days 



§ Water of Ourcq 
|| Water of Yanne (a more pure 
water) 


5 months 


Concentrated salt solution 


Over 25 days 


Sea water 


T 3 
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Observers. 


Straus and Du- 
barry 

Hochs tetter .. .. 

Babes. 

Wolffhugel and 
Riedel 

Frankland 
(P. F.) 

Nieati and 
Rietscb 

Ringeling.. 
Hueppe........ 


Kraus .. . 
Karlinski 
Be G-iaxa 
Freytag.. 
Braem .. 
Pfeiffer.. 
Masehek. 


Behaviour of Spirillum 


Temperature. 

Distilled water. 

Sterilised ordin¬ 
ary water. 

Kon-sterilised 
ordinary water. 

20° 

14 days 

f 26 days* 

\ 39 daysf 


35° 


30 days* 

.. 

.13—20° 

24 hours to 

7 days 

1 day 

267—382 to 

392 daysj 

7 days 

• * 

16—22° 

33 days 

2 days to 7 months 
and even a year 

1 to 20 days 

20° 

•• 

9 days|| 

.. 

Ordinary 
temp, of 
lab. in 
winter 

20 days 

**32—38 daysff 

.. 

10° 

16—20° 

Over 10 days 

Over 5—10 days 

j> Up to 30 days 

•• 

10°*5 

1 day 

- 

1—2 days 

8° 

3 days 

•• 

2—3 days 

16—18° 

24 hours 


7 months 


40 days 

60 days 

•• 

11° 


•• 

1—2 days 


Gartner, 
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cholerce asiaticce in Water. 


Foul water. 

Sea water or 
Concentrated 
Salt solution. 

Mineral waters. 

Remarks. 




* Water of Ourcq 
f Water of Yanne 

•• 

•• 

3 hours § 

J Berlin tap water 
§ Seltzer water 

Berlin tap waters 

7 months 

•• 

•• 

Berlin tap waters 

Over 

11 months^ 

32 days 

64 days to 

81 daystJ 


|| Beep-well (Kent Co.’s water and 
Thames water) 

Sterile sewage (London) 

** Cale I 

ft Canal water > All sterile 
tt Old harbour J 

37 days 




i 

•• 

•• 

Wiesbaden waters 


•• 

•• 

Three waters employed as above 

Drinking waters of Innsbruck 

•• 

2—4 days 



•• 

6—8 hours 

•• 

A little common salt was added to 
the distilled water 





274 


Profs. P. F. Frankland and Marshall Ward. 


Behaviour of Bacillus 


Observers. 

Temperature. 

Distilled water. 

Sterilised ordin¬ 
ary water. 

Won-sterilised 
ordinary water. 

Straus and Du- 

38° 

Over 115 days 

95 days* 


barry 



» 

35° 

25 days 

30 days* 


j) 

20° 

24 days 

27 days* 



Behaviour of Staphylococcus 


Straus and Du- 
barry 

o 

O 

CM 

4—9 days 

19—21 days* 



35° 

13 days 

15 days* 


Meade Bolton .. 

20° 

20—30 days 

20—30 to over 
340 d*iys 


Ferrari. 

Braem. 

35° 

16—18° 

Under 5 days 

Over 5 days 
to several weeks 
25—50 days 

Under 5 days 



Behaviour of Bacillus of 


Straus and Du- 

20° 

19 days 1 20 days* 


barry 


1 



Behaviour of the Bacillus of Swine Plague 


; 

Straus and Du- 
barry 

to 

°c 

34 days 

Over 17 days* 




Behaviour of the Micrococcus of Fowl Cholera 

Straus and Du- 
barry 

a 

35° 

20° 

8 days 

30 days* 

2 days* 
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tuberculosis in Water. 


Foul water. 

Sea water or 
Concentrated 
Salt solution. 

Mineral waters. 

Remarks. 



i 

# Water of Ourcq 


pyogenes-aureus in Water. 





* Water of Ourcq 

* • 

: 

5—10 days 


* ‘ 

The higher numbers refer to 
contaminated well water 


Mouse Septicaemia in Water. 


# Water of Ourcq 


( Rothlauf ’ Rouget du Pore ) in Water. 


* Water of Ourcq 


(M. cholerm gallinarum) in Water. 





* Water of Ourcq 
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Behaviour of the Bacillus of Babbit Septicaemia 


Observers. 

Temperature. 

Distilled water. 

Sterilised ordin¬ 
ary water. 

If on-sterilised 
ordinary water. 

Hochstetter .... 

*• i 

30 minutes to 

2 days 

•• 

•• 


Behaviour of Hochstetter’s 


Hochstetter .... 

•* 

14 days 

97 days* 


Behaviour of the Finckler-Prior 


Hochstetter .... 


4 hours 

1 

2 days* 


Frankland, P. F. 

j 

1 day 

1 day* 



Behaviour of Glanders Bacillus 


Straus and Du- 


57 days 


Over 28* to 

barry 



over 50 days 


Behaviour of Streptococcus 


Straus and Du- 

20° 

8 to 10 days 

14* to 15f days 


barry 

; 


1 1 



Behaviour of Streptococcus 


Frankland, P. F. 

20° 

Less than 1 hour 

5 days* 

•• 


Behaviour of Friedlander’s Bacillus 

Straus and Du- 
barry 

0 

O 

8 days 

4 to 7 days* 
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(Bacillus cuniculicida ) in Water. 


Foul water. 

Sea water or 
Concentrated 
Salt solution. 

Mineral waters. 

Remarks. 

•• 


30 minutes to 

1 day* 

* Seltzer water 


“ Bacillus a. ” in Water. 



.. 20 to 60 days 

* Berlin tap water 



t 

f Seltzer water 



Bacillus in Water. 


* Berlin tap water 

1 dayf * Thames and deep well water 

f Sterile London sewage 


( B. mallei') in Water. 


* Water of Vann e 
f Water of Ourcq 


pyogenes in Water. 


* Water of Ourcq 
f Water of Yanno 


erysipelatis (Fehleisen). 

2—5 daysf * Thames water 

f Sterile London sewage 


(B. pneumoniae) in Water. 


* Water of Ourcq 
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Behaviour of Micrococcus 


Observers. 

Temperature. 

Distilled water. 

Sterilised ordin¬ 
ary water. 

Non-sterilised 
ordinary water. 


Straus and Du- 

20° 

19 days 

19 days* 



barry 




Hochstetter .... 

10—17° 

18 days 

18—30 daysf 



Meade Bolton .. 

20° 

Less than 4 days 

Less than 4 days 

.. 


5 ) * * 

35° 

5 ) 

Over 4 days 




Behaviour of Bacillus yyocyaneus 


Straus and Du- 


More than 13 

More than 20 


barry 


days 

days* 




More than 73 





daysf 


Frankland, P. F. 

20” 

More than 53 




days 
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tetragenus in Water. 


Foul water. 

Sea water or 
Concentrated 
Salt solution. 

Mineral waters. 

Remarks. 

•• 

1 

8—11 daysj 

* Water of Ourcq 
f Berlin tap water 

J Seltzer water 

The higher numbers refer to con¬ 
taminated well water 


(Green Pas) in Water. 





# Ourcq 
f Yanne 


VOL. LI, 


u 





